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Title  40 — Protection  of  Environment 

CHAPTER  I— ENVIRONMENTAL 
PROTECTION  AGENCY 

SUBCHAPTER  C — AIR  PROGRAMS 

PART  52— APPROVAL  AND  PROMUL¬ 
GATION  OF  IMPLEMENTATION  PLANS 

Approval  and  Promulgation  of  Compliance 
Schedules 

Section  110  of  the  Clean  Air  Act,  as 
amended,  and  the  implementing  regu¬ 
lations  in  40  CFR  Part  51,  require  each 
State  to  submit  plans  which  provide  for 
the  implementation,  maintenance,  and 
enforcement  of  national  ambient  air 
quality  standards  throughout  the  State. 
These  implementation  plans  are  re¬ 
quired  to  contain  compliance  schedules 
meeting  the  requirements  of  §  51.15,  in¬ 
cluding  the  requirement  that  any  com¬ 
pliance  schedule  extending  over  a  period 
of  more  than  1  year  and  extending  be¬ 
yond  January  31,  1974,  contain  legally 
enforceable  increments  of  progress  (37 
FR  26310,  December  9,  1972).  A  com¬ 
pliance  schedule  consists  of  dates  by 
which  specified  actions  are  to  be  taken 
by  an  air  pollution  source  toward  meet¬ 
ing  applicable  emission  limiting 
regulations. 

Pursuant  to  §  51.15(a)  (2),  States  were 
required  to  submit  comphance  schedules 
including  increments  of  progress  by  no 
later  than  February  15,  1973.  The  Clean 
Air  Act  provides  for  a  period  of  4  months 
for  review  and  approval  or  disapproval 
by  the  Administrator  of  any  submission 
by  a  State  of  any  portion  of  an  imple¬ 
mentation  plan.  If  the  Administrator 
disapproves  a  portion  of  an  implementa¬ 
tion  plan,  the  Administrator  is  directed 
to  promptly  prepare  and  propose  a  sub¬ 
stitute  portion. 

On  June  20.  1973,  the  Administrator 
published  approvals  and  disapprovals 
of  compliance  schedules  submitted  by 
the  States  (38  FR  16144).  At  the  same 
time,  he  proposed  substitute  compliance 
schedules  where  the  State  submissions 
did  not  fully  satisfy  the  requirements  of 
§  51.15  (38  FR  16171).  After  a  review  of 
all  relevant  comments  on  the  proposed 
compliance  schedules,  those  submitted 
in  writing  as  well  as  testimony  at  public 
hearings,  the  final  regulations,  with 
modifications  based  on  the  comments, 
are  promulgated  below. 

Much  of  the  comment  on  the  proposed 
regulations  related  to  the  schedules  ap¬ 
plicable  to  fuel-burning  sources  of  sul¬ 
fur  oxides  emissions.  There  was  con¬ 
flicting  testimony  as  to  the  availability 
of  control  equipment  and  the  possibili¬ 
ties  of  meeting  the  regulations  in  all 
States  by  the  final  compliance  dates, 
generally  mid-1975.  While  these  con¬ 
cerns  are  recognized  by  this  agency, 
no  major  changes  have  been  made  to  the 
proposed  regulations  for  the  following 
reasons. 

In  these  regulations,  the  Administra¬ 
tor  is  authorized  only  to  promidgate  in¬ 
cremental  steps  towards  final  com¬ 
pliance  where  State  regulations  did  not 
contain  such  steps.  Under  section  110 
of  the  Act,  the  Administrator  may  not 
on  his  own  initiative  change  an  emission 


limiting  regulation,  either  as  to  the  limi¬ 
tation  prescribed  or  the  final  compliance 
date,  if  such  regulation  is  adequate  for 
attainment  and  maintenance  of  the 
national  ambient  air  quality  standards. 
Thus,  as  a  legal  matter,  the  Adminis¬ 
trator  cannot  delay  final  compliance 
dates  as  some  companies  requested 
merely  because  compliance  by  the  date 
sfiecified  in  the  State  regulations  pre¬ 
sents  a  hardship. 

However,  it  is  apparent  that  there  is 
not  enough  low  sulfur  coal  and  stack 
gas  cleaning  equipment  available  to  meet 
the  regulations  in  all  areas  of  all  States 
in  1975.  In  recognition  of  this,  the  Ad¬ 
ministrator,  on  December  18.  1972,  in  a 
letter  to  the  governors  of  the  States  in 
the  areas  where  this  fuels  deficit  exists, 
recommended  that  the  States  consider 
deferral  of  the  effective  dates  of  regula¬ 
tions  affecting  coal-buming  sources  of 
sulfur  oxides  where  such  deferral  can  be 
made  without  affecting  attainment  of  the 
primary  standards  by  the  date  required 
by  the  Act.  Analysis  shows  that  if  this  is 
done,  adequate  fuels  and  control  equip¬ 
ment  will  be  available  for  meeting  all 
regulations  necessary  for  attainment  of 
the  national  primary  ambient  air  quality 
standards  by  mid-1975,  or  mld-1977 
where  two-year  extensions  have  been 
granted. 

States  are  encouraged  again  to  con¬ 
sider  the  alternatives  available  to  them 
within  the  framework  of  the  Clean  Air 
Act.  Modification  of  unnecessarily  re¬ 
strictive  emission  regulations,  relaxation 
of  final  compliance  dates  for  sources 
which  need  not  be  controlled  to  meet  the 
primary  stsindards,  and  requests  for  post¬ 
ponements  imder  section  110(f)  are  all 
mechanisms  to  alleviate  the  short-term 
fuels  problem.  Any  State  needing  further 
Information  on  this  subject  is  urged  to 
contact  this  agency  through  the  appro¬ 
priate  Regional  Office. 

Some  changes  were  made  in  the  sulfur 
oxides  compliance  schedules,  however. 
The  language  “any  facility”  was  changed 
to  any  “boiler  or  furnace”  for  greater 
clarity.  In  response  to  comments,  some 
additional  time  was  allowed  for  submis¬ 
sion  of  plans  for  any  boiler  modifications 
and  for  the  contracting  for  such 
modifications;  the  final  compliance  date 
is  not  affected,  however. 

One  question  of  significance  with  re¬ 
spect  to  the  proposed  sulfur  oxides  sched¬ 
ule  was  the  minimum  length  of  the  con¬ 
tract  for  fuels  required.  While  each  com¬ 
pany  affected  obviously  has  to  comply 
with  the  emission  limitations  as  long 
as  they  remain  applicable,  it  is  recog¬ 
nized  that  a  fuels  contract  will  be  for 
some  finite  period  of  time.  It  has  been 
determined  that  one  year  is  a  reasonable 
period  of  time  to  specify  as  a  minimum 
length  of  a  contract,  i.e.,  the  contract 
must  be  sufficient  to  guarantee  that  the 
source  will  have  available  substantially 
all  the  low  sulfur  fuel  necessary  to  en¬ 
able  compliance  with  the  applicable 
regulation  for  at  least  one  year  past  the 
final  compliance  date.  The  term  “sub¬ 
stantially”  is  used  in  recognition  of  the 
fact  that  while  it  is  reasonable  to  require 
a  substantial  commitment  by  a  company 


towards  insuring  at  this  time  that  it  will 
have  an  adequate  supply  of  low  sulfur 
fuel  when  it  is  required,  some  flexibility 
should  be  allowed  to  companies  to  con¬ 
tract  for  the  minimum  reasonable  pro¬ 
jection  of  fuel  needs  and  to  supplement  it 
later,  as  necessary,  through  spot  orders. 

In  a  few  instances.  States  have  revised 
or  are  expected  to  revise  the  State  regu¬ 
lations  which  are  presently  part  of  the 
implementation  plan.  In  these  instances, 
noted  specifically  in  the  summary  below, 
additional  time  has  been  allowed  for 
meeting  the  first  increment  to  allow  the 
State  to  make  the  necessary  changes  to 
the  applicable  implementation  plan  be¬ 
fore  sources  need  to  take  any  action 
based  on  the  present  plan.  It  should  be 
noted,  however,  that  imtil  the  State  re¬ 
vises  the  implementation  plan  in  ac¬ 
cordance  with  40  CFR  51.6,  the  regula¬ 
tion  in  the  present  plan  remains  in  ef¬ 
fect  and  enforceable  as  part  of  the  plan, 
and  sources  will  be  required  to  comply 
with  the  promulgated  schedule  imtil  it 
is  revoked. 

Various  changes  were  made  to  sched¬ 
ules  proposed  for  other  classes  of  sources 
in  certain  States.  Major  changes,  indi¬ 
cated  by  State,  are  as  follows. 

In  Rhode  Island,  an  opinion  issued  by 
the  State  attorney  general  now  indicates 
that  the  cconpliance  schedules  submitted 
for  the  cities  of  Providence,  Pawtucket, 
and  Newport  are  legally  enforceable.  The 
agency  concurs  in  this  opinion.  Since  the 
only  reason  for  their  prior  disapproval 
by  the  Administrator  was  the  question  of 
legal  enforceability,  these  schedules  are 
now  being  approved.  No  acceptable 
schedule  for  the  city  of  Woonsocket  has 
been  submitted,  however,  and  so  the  pro¬ 
posed  schedule  is  being  promulgated  for 
Woonsocket  at  this  time. 

nie  schedule  for  coke  ovens  in  New 
York  has  been  modified  slightly  to 
change  the  final  compliance  date  from 
October  31,  1974  to  December  31,  1974. 
Testimony  at  the  hearing  indicated  that 
even  this  date  may  be  unrealistic  but 
that  is  the  date  in  the  State  regulation 
and,  as  Indicated  earlier,  EPA  cannot 
unilaterally  change  a  final  compliance 
date  to  extend  it  past  the  date  approved 
in  the  implementation  plan. 

In  West  Virginia,  the  schedule  has 
been  modified  to  clarify  that  the  recom¬ 
mended  percentage  fuel  levels  in  section 
9.02  of  Regulation  X  are  inapplicable  to 
sections  3.01  and  3.03  of  the  regulation. 
In  addition,  the  date  for  election  between 
the  alternative  methods  to  be  used  to 
meet  the  1978  requirements  has  been 
delayed  to  July  31,  1975,  since  the  pro¬ 
posed  date  of  September  15,  1973  re¬ 
quired  an  election  much  earlier  than 
was  reasonably  necessary.  In  addition, 
four  sources  for  which  a  request  for  a 
one-year  postponement  has  been  sub¬ 
mitted  by  the  Governor  pursuant  to  sec¬ 
tion  110(f)  of  the  Act  have  been  ex¬ 
empted  from  the  sulfur  oxides  compli¬ 
ance  schedule  pending  a  decision  on  the 
approval  of  the  request.  At  that  time,  an 
appropriate  compliance  schedule  will  be 
establi^ed. 

Preliminary  data  indicates  that  air 
quality  in  the  State  of  Maryland  may 
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already  be  better  than  the  national  sec¬ 
ondary  sulfur  oxides  standards.  How¬ 
ever,  additional  data  is  required  to  estab¬ 
lish  this  with  sufBcient  certainty  to  allow 
for  a  revision  of  the  State  regulation.  To 
prevent  the  requiring  of  possibly  unnec¬ 
essary  commitments  by  sources  in  the 
State  before  this  issue  is  resolved,  the 
first  Incremental  date  in  the  Maryland 
schedule  has  been  delayed  until  Janu¬ 
ary  1,  1974.  Suggestions  that  no  schedule 
be  promulgated  at  this  time  were  re¬ 
jected  as  being  incompatible  with  the 
Administrator’s  obligation  to  establish 
compliance  schedules  for  all  regulations 
presently  in  the  plan  for  which  incre¬ 
ments  of  progress  are  required  and  for 
which  the  State  has  not  submitted  ap¬ 
proval  compliance  schedules. 

Since  the  proposal  of  the  compliance 
schedule  for  Kentucky,  the  United  States 
Court  of  Appeals  for  the  Sixth  Circuit, 
in  the  case  of  Buckeye  Power,  Inc.,  et  al. 
V,  Environmental  Protection  Agency  (No. 
72-1628),  vacated  the  Administrator’s 
approval  of  the  Kentucky  implementa¬ 
tion  plan.  Although  the  Administrator 
has  petitioned  for  a  rehearing  in  this 
case,  promulgation  of  the  proposed 
schedule  for  Kentucky  would  not  be  ap¬ 
propriate  in  light  of  this  decision  and 
further  action  on  the  Kentucky  plan  is 
being  deferred. 

The  State  of  Florida  has  submitted 
compliance  schedules  for  some,  but  not 
all,  sources  for  which  they  are  required. 
Many  of  these  schedules  may  be  approv- 
able  and  approval  of  such  schedules  will 
be  promulgated  shortly.  Since  schedules 
have  not  been  submitted  for  all  sources, 
and  EPA  has  not  completed  its  review 
of  the  schedules  submitted,  the  proposed 
schedules  are  being  promulgated.  Under 
the  terms  of  the  Federal  compliance 
schedules,  they  are  inapplicable  to  any 
source  for  which  the  Administrator  has 
approved  a  State  schedule. 

The  Tennessee  proposal  of  May  10, 
1973  (38  FR  12238)  covered  fuel-burning 
particulate  sources,  incinerators,  sul¬ 
furic  acid  plants,  and  fuel-burning  sul¬ 
fur  oxides  sources.  A  revised  State  regu¬ 
lation  (Chapter  EX,  Section  5  of  the 
Tennessee  air  pollution  control  regu¬ 
lations)  establishing  acceptable  incre¬ 
ments  of  progress  for  the  first  three  of 
these  categories  has  been  submitted  and 
is  approved  by  the  Administrator  in  the 
regulations  set  forth  below.  Therefore, 
the  Administrator  is  promulgating  a 
schedule  only  for  the  State  sulfur  oxides 
regulation.  In  recognition  of  the  fact 
that  the  State  has  repealed  the  sulfur 
oxides  regulation  presently  in  the  ap¬ 
plicable  implementation  plan  and 
adopted  a  substitute  regulation,  the 
date  for  the  first  increment  has  been  de¬ 
layed  until  January  1,  1974,  to  allow  time 
for  the  Administrator  to  complete  his 
review  of  the  revised  regulation  to  deter¬ 
mine  its  appro vability  as  a  plan  revision. 
As  to  compliance  schedules  for  local 
regulations,  they  are  being  promulgated 
essentially  as  proposed  with  certain  cor¬ 
rections,  most  significantly  a  change  in 
the  final  compliance  date  from  July  1, 
1975  to  July  1,  1974  in  Hamilton  County 
to  reflect  the  proper  date  in  the  approved 
local  regulations. 


In  South  Carolina,  the  sulfur  oxides 
compliance  schedule  as  proposed  for 
sources  outside  the  Charleston  Intra¬ 
state  Air  Quality  Control  Region  had  a 
final  compliance  date  of  July  31,  1975, 
although  the  State  regulation  had  a  final 
compliance  date  of  July  1,  1977.  ’This  was 
necessary  for  certain  air  quality  control 
regions  because  the  plan  implied  that 
the  regulation  was  necessary  for  attain¬ 
ment  of  the  secondary  standards  and  the 
attainment  date  for  secondary  stand¬ 
ards  in  those  regions  is  July,  1975.  State 
officials  have  now  presented  data  indi¬ 
cating  that  the  regulation  may  not  be 
necessary  for  attainment  of  the  second- 
ai-y  standards  outside  the  Charleston  Air 
Quality  Control  Region  and  that  sources 
outside  that  region  can  therefore  be  al¬ 
lowed  the  full  period  under  the  State 
regulation.  To  permit  the  State  to  make 
necessary  changes  in  the  implementa¬ 
tion  plan  before  sources  must  submit 
control  plans  based  upon  the  1975  date, 
the  date  for  the  first  requirement  under 
the  Federal  schedule  has  been  set  back 
to  January  1,  1974.  In  addition,  for  those 
regions  where  the  original  plan  shows 
that  air  quality  levels  are  presently  be¬ 
low  the  secondary  standarcls,  the  use  of 
the  July,  1975,  date  was  in  error  since 
there  is  no  attainment  date  limiting  the 
final  compliance  date.  Therefore,  the 
July  1,  1977,  date  has  been  used  in  the 
promulgated  regulation  instead.  Finally, 
the  final  compliance  date  for  the  regu¬ 
lation  applicable  to  asphalt  batch  plants 
has  also  been  changed  to  1977  to  prop¬ 
erly  reflect  the  final  compliance  date  in 
the  State  regulation  and  the  State’s  in¬ 
tent  in  submitting  this  regulation  for 
purposes  of  maintenance  of  the  stand¬ 
ards  only. 

The  proposed  regulation  for  hydro¬ 
carbons  in  Wisconsin  did  not  specif¬ 
ically  recognize  that  one  of  the  methods 
for  meeting  the  requirements,  and  the 
one  that  testimony  at  the  hearing  seems 
to  indicate  is  the  option  most  sources  will 
elect,  is  the  switching  of  solvents.  There¬ 
fore,  the  schedule  as  it  is  being  promul¬ 
gated  today  requires  the  source  to  notify 
the  Administrator  of  his  election  to  meet 
the  regulations  through  either  installa¬ 
tion  of  control  equipment  or  solvent 
switching  and  establishes  a  compliance 
schedule  for  each  option. 

’The  compliance  schedule  being  pro¬ 
mulgated  for  Colorado  reflects  the  regu¬ 
lation  which  is  presently  part  of  the 
State’s  implementation  plan  for  attain¬ 
ment  and  maintenance  of  the  national 
secondary  ambient  air  quality  standards 
for  sulfur  oxides.  However,  the  State  has 
now  promulgated  a  revised  sulfur  oxides 
regulation  with  a  final  compliance  date 
of  January  1,  1978  instead  of  January  1, 
1975.  The  date  for  the  first  increment  in 
the  compliance  schedule  has  been  set 
back  to  January  1, 1974  to  allow  the  State 
to  formally  revise  the  implementation 
plan  requirements  before  any  source  is 
compelled  to  take  any  action  based  upon 
the  1975  date  presently  in  the  plan. 

The  Administrator  proposed  schedules 
for  sources  in  Oregon  in  the  following 
categories:  Kraft  pulp  mill  recovery  fur¬ 
naces,  Kraft  pulp  mill  lime  kilns,  sulfite 
pulp  mills,  primary  aluminum  plants. 


ferronickel  plants,  and  gasoline  tanks. 
The  State  has  now  submitted  an  accepta¬ 
ble  compliance  schedule  for  ferronickel 
plants  and  this  schedule  is  being  ap¬ 
proved  and  the  Federal  proposal  with¬ 
drawn.  No  schedules  were  submitted  by 
the  State  for  the  regulations  for  primai'y 
aluminum  plants  and  gasoline  tanks.  ’The 
regulation  relating  to  gasoline  tanks  was 
not  submitted  as  part  of  the  State’s  im¬ 
plementation  plan  and,  therefore,  no 
compliance  schedule  is  being  promul¬ 
gated  for  sources  subject  to  that  regula¬ 
tion.  The  schedule  for  primary  aluminum 
plants  is  being  promulgated  essentially 
as  proposed. 

Permits  submitted  by  the  State  of 
Oregon  for  sulfite  and  Kraft  mills  may 
adequately  regulate  some,  but  not  all, 
point  sources  for  which  compliance 
schedules  are  required.  In  some  instances, 
where  the  State  has  communicated  to 
EPA  its  belief  that  a  point  source  within 
a  mill  is  in  compliance  with  the  appli¬ 
cable  emission  regulation,  the  permit  in 
fact  does  not  contain  a  requirement  for 
immediate  compliance  by  that  point 
source,  and  thus  does  not  satisfy  the 
requirements  of  40  CFR  §  15.15.  To  meet 
the  statutory  deadline,  EPA  is  today  pro¬ 
mulgating  regulations  broad  enough  to 
cover  all  point  sources  within  the  mill. 
It  is  expected  that  changes  to  the  regu¬ 
lations  promulgated  below  will  be  made 
following  additional  evaluation. 

In  Washington,  regulations  relating 
to  combustion  and  incineration  sources, 
general  process  sources  and  sources  of 
sulfur  oxides  have  been  determined  not 
to  be  part  of  the  implementation  plan 
and  therefore  no  compliance  schedule 
is  being  promulgated  for  sources  subject 
to  those  regulations.  Approvable  com¬ 
pliance  schedules  have  now  been  received 
for  Kraft  pulp  mill  recovery  furnaces, 
Kraft  pulp  mill  lime  kilns,  sulfite  pulp 
mills  and  primary  aluminum  plants  and 
these  State  schedules  are  being  approved 
and  the  Federal  proposal  withdrawn. 
Prior  disapprovals  for  schedules  which 
have  now  been  coiTected  are  being 
revoked. 

The  State  of  Idaho  has  submitted  an 
approvable  compliance  schedule  for  Kraft 
pulp  mill  lime  kilns  thereby  obviating 
the  need  for  a  Federal  compliance  sched¬ 
ule  for  this  source  category.  Schedules 
have  not  been  submitted  for  all  Kraft 
pulp  mill  recovery  furnaces  and  sulfuric 
acid  plants.  The  Federal  compliance 
schedules  are  being  promulgated  sub¬ 
stantially  as  proposed  and  are  applica¬ 
ble  to  all  sources  for  which  no  State 
schedule  has  been  approved. 

Based  upon  the  testimony  at  the  public 
hearing,  certain  modifications  have  been 
made  to  the  proposed  schedule  for  pulp 
mills  in  Alaska  which  utilize  a  recovery 
system  to  control  particulate  emissions. 
An  additional  four  months  has  been  al¬ 
lowed  to  complete  testing  of  a  new  con¬ 
trol  system  before  a  final  control  plan 
is  required  to  be  submitted.  In  addition, 
because  of  the  submission  of  certain 
acceptable  State  schedules  and  the  gen¬ 
eral  applicability  of  the  schedule  being 
promulgated  for  industrial  pr(x;ess  and 
fuel-burning  equipment,  no  separate 
schedule  for  wood-waste  burners  is  being 
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promulgated.  Other  compliance  sched¬ 
ules  proposed  for  Alaska  are  being  pro¬ 
mulgated  as  proposed. 

In  addition,  compliance  schedules  for 
the  States  of  New  Hampshire,  the  Dis¬ 
trict  of  Columbia,  Illinois,  and  Michigan, 
are  being  promulgated  without  signifi¬ 
cant  changes,  although  there  are  some 
clarifications,  corrections,  and  minor 
changes  to  the  dates  as  they  were  pro¬ 
posed  for  certain  increments,  based  upon 
comments  received. 

A  more  detailed  analysis  of  comments 
and  an  explanation  of  the  changes  made 
to  the  proposals,  as  well  as  copies  of  all 
written  comments  received  and  tran¬ 
scripts  of  the  public  hearings  held,  are 
available  for  public  inspection  during 
normal  business  hours  at  the  appropriate 
Regional  OfiBce. 

Addresses  of  the  Regional  OflBces.  and 
the  States  covered  by  these  regulations 
in  each  Region,  are  as  follows: 


States  to  develop  schedules  for  any  or  all 
sources  covered  by  the  schedules  promul¬ 
gated  herein  and  States  are  encouraged 
to  do  so.  Any  schedule  submitted  by  the 
State  and  approved  by  the  Administrator 
will  supersede  the  Federal  schedule  for 
the  affected  source  or  sources. 

These  regulations  are  effective  Sep¬ 
tember  24, 1973. 

(42  U.S.C.  1867C-5) 

Dated  August  15, 1973. 

John  Quarles, 
Acting  Administrator. 

Part  52  of  chapter  I,  title  40  of  the 
Code  of  Federal  Regulations  is  amended 
asfollow's: 

Subpart  C — Alaska 

1.  In  §  52.70,  paragraph  (c)  is  revised 
to  read  as  follows: 

§  52.70  Identification  of  plan. 

•  •  •  •  • 


Region 

Address 

States  covered  by 
regulation 

I 

JFK  Federal  Bldg., 
Boston,  Mass.  O^JOS. 

New  Hampshire  and 
Rhode  Island. 

II 

26  Federal  Plawt,  New 
York,  N.  Y.  10007. 

New  York. 

III 

6th  and  Walnut  Sts., 
Curtis  Bldg.,  Phil¬ 
adelphia,  Pa.  19106. 

District  of  Columbia, 
Maryland,  and  West 
Virginia. 

IV 

1421  Peachtree  St. 
NE.,  Atlanta,  Ga. 
3030!t. 

Florida,  South  Caro¬ 
lina,  and  Tennessee. 

v 

1  .North  Wacker  Dr., 
Chicago,  Ill.  60606. 

Illinois,  Wisconsin, 
and  Michigan. 

VIII 

Lincoln  Tower,  1860 
Lincoln  St.,  Den¬ 
ver,  Colo.  80203. 

Colorado. 

X 

1200  .‘^iith  Ave., 
Seattle,  Wash.  98101. 

Alaska.  Oregon,  Idaho, 
and  Washington. 

(c)  Supplemental  Information  was 
submitted  on : 

(1)  June  22, 1972,  and 

(2)  August  2,  1973,  by  the  State  of 
Alaska  Department  of  Environmental 
Conservation. 

2.  In  §  52.84,  paragraph  (b)  is  revised 
and  paragraphs  (c)  and  (d)  are  added 
as  follows: 

§  52.84  Compliance  schedules. 

•  •  •  •  # 

(b)  The  compliance  schedules  for  the 
sources  identified  below  are  approved  as 
meeting  the  requirements  of  §  51.15  of 
this  chapter.  All  regulations  cited  are 


Promulgation  of  these  compliance  contained  in  the  Alaska  Administrative 
schedules  does  not  affect  the  ability  of  Code,  Title  18,  unless  otherwise  noted. 


Source  Location 

Golden  Valley  Electric  Association,  Fairbanks. . .. 
Inc. 

Municipal  Utilities  System . do . . 

University  of  Alaska . CoU*-ge . 


Regulation 

involved 

Date  of 
adoption 

Effective 

date 

Final 

compUanoe 

ISAAC  60.030 

June  18,1973 

Immediately.. 

July  1. 1978 

60.  (MO 
.Vl.OSO 
60.120 
ISAAC  60. 030 

. do . . 

_ do _ 

Do. 

60.  (MO 
60.060 
60. 120 
1SA.4C  50. 030 

. do . 

. do _ 

Do. 

50.040 

60  .  av) 
60.120 

(c)  The  compliance  schedules  for  the  sources  Identified  below  are  disapproved 
as  not  meeting  the  requirements  of  §  51.15  of  this  chapter.  All  regulations  cited  are 
contained  in  the  Alaska  Administrative  Code,  Title  18,  unless  otherwise  noted. 

(d)  Federal  compliance  schedules.  (1)  Except  as  provided  in  subparagraph  (9) 
of  this  parsigraph,  the  owner  or  operator  of  any  Incinerator  subject  to  the  following 
emission-limiting  regulation  shall  comply  with  the  compliance  schedule  In  sub- 
paragraph  (2)  of  this  paragraph:  Alaska  Administrative  Code,  Title  18,  S  50.040 
(appendix  1,  section  in  of  the  Alaska  Implementation  Plan) . 


Source 

Location 

Regulation  involved 

Date  of 
adoption 

Ala.ska  LuniWr  A  Pulp  Co . . 

Ketchikan  Pulp  Co . 

.  ISAAC  50.060(a)(1)  (2)..i.;.;.;.-. 

..  June  IS,  1971 
Do. 

(2)  Compliance  schedule  for  incinera-  of  the  waste  by  removing  combustible 
tors,  defined  as  any  furnace  used  in  the  matter: 

process  of  burning  solid  waste  for  the  (1)  Within  30  days’  after  promulga- 
primary  purpose  of  reducing  the  volume  tlon  of  the  compliance  schedule,  submit 


to  the  Administrator  a  final  control  plan, 
which  describes  at  a  minimum  the  steps 
which  will  be  taken  by  the  source  to 
achieve  compliance  with  the  applicable 
regulations. 

(il)  October  29,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission- 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  August  5,  1974 — Complete  on-site 
construction  or  installation  of  enUsslon- 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  September  2,  1974 — Achieve 

compliance  with  applicable  regulations, 
and  certify  such  compliance  to  the  Ad¬ 
ministrator. 

(V)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  September  2,  1974. 
Ten  days  prior  to  such  a  test,  notice  must 
be  given  to  the  Administrator  to  afford 
him  the  opportunity  to  have  an  observer 
present. 

(vi)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  in  sub¬ 
divisions  (il)  and  (iii)  in  this  subpara¬ 
graph,  certify  to  the  Administrator 
whether  the  increment  has  been  met. 

(3)  Except  as  provided  in  subpara¬ 
graph  (9)  of  this  paragraph,  the  owner 
or  operator  of  any  pulp  mill  subject  to 
the  following  emission -limiting  regula¬ 
tion  and  permit  regulation  in  the  Alaska 
Implementation  Plan  shall  comply  with 
the  aw>llcable  compliance  schedule  in 
subparagraph  (4),  (5),  or  (6)  of  this 
paragraph;  Alaska  Administrative  Code, 
Title  18,  §  50.060(a)  (1)  (Sulfur  oxides) 
and  (2)  (Particulate  matter) ,  §  50.120(a) 
(permits)  (appendix  HI,  1  of  the  Alaska 
Implementation  Plan) . 

(4)  Any  owner  or  operator  of  a  recov¬ 
ery  system  or  other  source  within  a 
pulpmill  subject  to  the  sulfur  oxide  emis¬ 
sion  limitation  of  subparagraph  (3)  who 
elects  to  utilize  a  process  modification  not 
requiring  installation  of  additional  con¬ 
trol  equipment  shall  be  subject  to  the  fol¬ 
lowing  compliance  schedule: 

(i)  October  1, 1973 — Notify  the  Admin¬ 
istrator  of  the  intent  to  utilize  a  process 
modification. 

(ii)  November  30, 1973 — Negotiate  con¬ 
tract  for  achieving  desired  modification. 

(iii)  July  1,  1974 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(iv)  If  a  performance  test  Is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1974.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(5)  Any  owner  or  operator  of  a  recov¬ 
ery  system  or  other  source  within  a  pulp 
mill  subject  to  the  sulfur  oxide  emission 
limitation  of  subparagraph  (3)  who 
elects  to  utilize  a  control  system  requir¬ 
ing  Installation  of  additional  control 
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equipment  shall  be  subject  to  the  follow¬ 
ing  compliance  schedule: 

(I)  October  1, 1973 — Submit  to  the  Ad¬ 
ministrator  a  final  control  plan  which  de¬ 
scribes  at  a  mlnlmiim  the  steps  which  will 
be  taken  by  the  source  to  achieve  com¬ 
pliance  with  the  applicable  regulations. 

(II)  January  20,  1974 — Negotiate  and 
sign  all  necessary  contracts  for  emission- 
control  systems,  or  Issue  orders  for  the 
purchase  of  component  parts  to  accom¬ 
plish  emission  control. 

(lii)  December  31, 1974 — Complete  on¬ 
site  construction  or  installation  of  emis¬ 
sion  control  equipment. 

(Iv)  July  1,  1975 — ^Achieve  compliance 
with  the  applicable  regulations. 

(v)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  mmt  be 
given  to  the  Administrator  to  afford  him 
tfie  opportunity  to  have  an  observer 
present. 

(vi)  Five  days  after  the  deadline  for 
completing  increments  in  subdivisions 

(ii),  (iii),  and  (iv)  in  this  subparagraph, 
certify  to  the  Administrator  whether  the 
increment  has  been  met. 

(6)  Compliance  schedule  for  recovery 
system  particulate  matter  emissions: 

(1)  January  1, 1974 — Submit  to  the  Ad¬ 
ministrator  a  final  control  plan  which 
describes  at  a  .minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  March  1, 1974 — Negotiate  and  sign 
all  necessary  contracts  for  emission-con¬ 
trol  systems  or  process  modifications,  or 
issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission 
control  or  process  modification. 

(iii)  April  1,  1975 — Complete  onsite 
construction  or  installation  of  emission- 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  July  1,  1975 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(v)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportimlty  to  have  an  observer  pres¬ 
ent. 

(vl)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  in  sub¬ 
divisions  (11)  and  (lii)  in  this  subpara¬ 
graph,  certify  to  the  Administrator 
whether  the  increment  has  been  met. 

(7)  Except  as  provided  in  subpara¬ 
graph  (9)  of  this  paragraph,  the  owner  or 
operator  of  any  industrial  process  or 
fuel-btumlng  equipment  subject  to  the 
following  emission-limiting  regulation 
and  permit  regulation  in  the  Alaska  Im¬ 
plementation  Plan  shall  comply  with 
the  compliance  schedule  in  subparagraph 

(8)  of  this  paragraph:  Alaska  Adminis¬ 
trative  Code,  Title  18,  §  50.050  (industrial 
processes  and  fuel-burning  equipment) 
and  §  50.120  (a)  and  (e)  (permits),  (ap¬ 
pendix,  section  m,  1  of  the  Alaska  Im¬ 
plementation  Plan) . 


( 8 )  Compliance  schedule  for  industrial 
process  for  fuel-burning  equipment: 

(1)  Within  30  days  after  promulgation 
of  the  compliance  schedule  submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  December  18, 1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission - 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(ill)  May  31,  1975 — Complete  onsite 
construction  or  Installation  of  emission - 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  July  1,  1975 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Adminis¬ 
trator. 

(v)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(vi)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  in  subdi¬ 
visions  (ii)  and  (iii)  in  this  subpara¬ 
graph,  certify  to  the  Administrator 
whether  the  increment  has  been  met. 

(9)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (8)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  the  appli¬ 
cable  regulations  and  which  has  certified 
such  compliance  to  the  Administrator 
within  thirty  days  of  the  effective  date  of 
this  paragraph.  The  Administrator  may 
request  whatever  supporting  information 
he  considers  necessary  for  proper  certifi¬ 
cation. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Admin¬ 
istrator  shall  satisfy  the  requirements  of 
this  paragraph  for  the  affected  source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than  thirty 
days  after  the  effective  date  of  this  para¬ 
graph,  a  proposed  alternative  compliance 
schedule.  No  such  compliance  schedule 
may  provide  for  final  ccanpliance  after 
the  final  date  of  compliance  in  the  appli¬ 
cable  regulation.  If  promulgated  by  the 
Administrator,  such  schedule  shall  satisfy 
the  requirements  of  this  paragraph  for 
the  affected  source. 

(10)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  frmn  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  a  compliance 
schedule  in  this  paragraph  fails  to  satisfy 
the  requirements  of  §  51.15  (b)  and  (c) 
of  this  chapter. 

Subpart  G — Colorado 

3.  Section  52.327  is  amended  by  adding 
a  new  paragraph  (b),  as  follows: 

§  52.327  Complianrc  schedules. 

•  •  •  *  • 

(b)  Federal  compliance  schedules. 

(1)  The  owner  or  operator  of  any 


boiler  or  furnace  of  more  than  250  mil¬ 
lion  Btu  per  hour  heat  input  subject  to 
the  requirements  of  Regulation  1, 
in.B.3.,  shall  notify  the  Administrator, 
no  later  than  January  1,  1974,  of  his  in¬ 
tent  to  utilize  either  low-sulfur  fuel  or 
■stack  gas  desulfurization  to  meet  the 
requirements  of  said  regulation. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  who  elects  low- 
sulfur  fuel  shall  be  subject  to  the  follow¬ 
ing  compliance  schedule: 

(i)  January  31,  1974 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be  sub¬ 
stantially  adequate  to  enable  compliance 
with  Regulation  1,  ni.B.3  on  January  1, 
1975,  and  for  at  least  one  year  there¬ 
after. 

(ii)  March  31,  1974 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(iii)  April  30,  1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifica¬ 
tions. 

(iv)  May  31,  1974 — Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(v)  December  1,  1974 — Complete  on¬ 
site  modifications,  if  applicable. 

(vi)  January  1,  1975 — Pinal  ccanpli- 
ance  with  the  low-sulfur  fuel  require¬ 
ments  of  Regulation  1,  III.B.3. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  paragraph  (1) 
of  this  section  who  elects  to  utilize  stack 
gas  desulfurizatlcm  or  any  owner  or  op¬ 
erator  of  a  statiOTiary  source  subject  to 
subparagraph  (2)  of  this  paragraph  shall 
be  subject  to  the  following  compliance 
schedule: 

(1)  January  31,  1974 — ^Let  necessary 
contracts  for  construction. 

(ii)  March  31,  1974 — Initiate  onsite 
construction. 

(iii)  December  1, 1974 — Complete  con¬ 
struction. 

(iv)  January  1,  1975 — Pinal  compli¬ 
ance  with  the  requirements  of  Regulation 
1,  m.B.3. 

(v)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  January  1,  1973. 
Ten  days  prior  to  such  a  test,  notice  must 
be  given  to  the  Administrator  to  afford 
him  the  opportunity  to  have  an  observer 
present. 

(4)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  certify 
to  the  Administrator,  within  five  days 
after  the  deadline  for  each  Increment  of 
progress  in  that  schedule,  whether  or  not 
the  increment  has  been  met. 

(5)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (4)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  the  require¬ 
ments  of  Regulation  1,  III.B.3  and  which 
has  certified  such  compliance  to  the  Ad¬ 
ministrator  within  thirty  days  of  the  ef¬ 
fective  date  of  this  paragraph.  The 
Administrator  may  request  whatever 
supporting  Information  he  considers 
necessary  for  proper  certification. 
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(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than  thirty 
days  after  the  effective  date  of  this  para¬ 
graph,  a  proposed  alternative  compliance 
schedule.  No  such  compliance  schedule 
may  provide  for  final  compliance  after 
January  1,  1975.  If  promulgated  by  the 
Administrator,  such  schedule  shall  sat¬ 
isfy  the  requirements  of  this  paragraph 
for  the  affected  source. 

(6)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  a  compliance 
schedule  in  this  paragraph  fails  to  satisfy 
the  requirements  of  §  51.15  (b)  and  (c) 
of  this  chapter. 

Subpart  J — District  of  Columbia 

4.  Section  52.476  is  amended  by  add¬ 
ing  a  new  paragraph  (b) ,  as  follows: 

§  52.476  Compliance  schedules. 

•  •  •  *  • 

(b)  Federal  compliance  schedules. — 

(1)  The  owner  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  re¬ 
quirements  of  section  6-2:705  of  the  Air 
Quality  Control  Regixlatlons  of  the  Dis¬ 
trict  of  Columbia  shall  notify  the  Admin¬ 
istrator,  no  later  than  Octo^r  1, 1973,  of 
his  Intent  to  utilize  either  low-sulfur  fuel 
or  stack  gas  desulfurization  to  meet  the 
requirements  of  said  regulation. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  who  elects  low- 
sulfur  fuel  and  the  owner  or  operator  of 
any  boiler  or  furnace  of  more  than  250 
million  Btu  per  hour  heat  input  subject 
to  the  requirements  of  section  8-2:704  of 
the  Air  Quality  Control  Regulations  of 
the  District  of  Columbia  shall  be  subject 
to  the  following  compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance  with 
sections  8-2:704  and  8-2:705  of  the  Air 
Quality  Control  Regvilations  of  the  Dis¬ 
trict  of  Columbia  on  July  1,  1975,  and 
for  at  least  one  year  thereafter. 

(ii)  December  31, 1973 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

-  (iii)  January  31, 1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifica¬ 
tions. 

(iv)  March  15, 1974 — ^Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(v)  May  15,  1974 — Initiate  onsite  con¬ 
struction,  if  applicable. 

(vl)  March  1,  1975 — Complete  onsite 
construction,  if  applicable. 

(vii)  Jiily  1,  1975— Pinal  compliance 
with  the  low-sulfur  fuel  requirements  of 


either  section  8-2:704  or  section  8-2:705 
of  the  Air  Quality  CN>ntrol  Regulations 
of  the  District  of  Columbia. 

(3)  Any  owner  or  operator  of  a  station¬ 
ary  source  subject  to  subparagraph  (2)  of 
this  paragraph  who  elects  stack  gas  de¬ 
sulfurization  shall  be  subject  to  the  fol¬ 
lowing  compliance  schediile: 

(i)  November  1,  1973 — ^Let  necessary 
contracts  for  construction. 

(ii)  March  1,  1974 — Initiate  onsite 
construction. 

(iii)  March  1,  1975 — Complete  onsite 
construction. 

(iv)  July  1,  1975 — Final  compliance 
with  the  requirements  of  section  8-2:705 
of  the  Air  Quality  Control  Regulations  of 
the  District  of  Columbia. 

(V)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such,  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(4)  Any  owner  or  <HJerator  subject  to 
the  compliance  schedule  in  either  sub- 
paragraph  (2)  or  (3)  of  this  paragraph 
shall  certify  to  the  Administrator  within 
five  days  after  the  deadline  for  each  in¬ 
crement  of  progress,  whether  or  not  the 
required  increment  of  progress  has  been 
met. 

(5)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (4)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  the  require¬ 
ments  of  section  8-2:704  or  section  8- 
2 : 705  of  the  Air  Quality  Control  Regula¬ 
tions  of  the  District  of  Columbia  and 
which  has  certified  such  ccmipliance  to 
the  Administrator  within  thirty  days  of 
the  effective  date  of  this  paragraph.  The 
Administrator  may  request  whatever 
supporting  information  he  considers 
necessary  for  prc«>er  certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject 
to  the  compliance  schedule  in  either  sub- 
paragraph  (2)  or  (3)  of  this  paragraph 
may  submit  to  the  Administrator,  no 
later  than  thirty  days  after  the  effec¬ 
tive  date  of  this  paragraph,  a  proposed 
alternative  compliance  schedule.  No  such 
compliance  schedule  may  provide  for 
final  compliance  after  July  1,  1975.  If 
promulgated  by  the  Administrator,  such 
schedule  shstU  satisfy  the  requirement 
of  this  paragraph  for  the  affected  source. 

(6)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  the 
compliance  schedule  in  subparagraph 

(2)  or  (3)  of  this  paragraph  falls  to 
satisfy  the  requirements  of  §  51.15  (b) 
and  (c)  of  this  chapter. 

Subpart  K — Florida 

5.  In  §  52.520  paragraph  (c)  is  revised 
as  follows: 


§  52.520  Identification  of  plan. 

•  •  •  •  • 

(c)  Supplemental  information  was 
submitted  on  April  10  and  May  5,  1972, 
and  on  June  1  and  August  6, 1973,  by  the 
State  of  Florida  Department  of  Pollutlcxi 
Control. 

6.  Section  52.524  is  amended  by  add¬ 
ing  a  new  paragraph  (b),  as  follows: 

§  52.524  Compliance  schedules. 

•  •  •  •  * 

(b)  Federal  compliance  schedules. — 

(1)  Except  as  provided  in  subparagraph 
(6)  of  this  paragraph,  the  owner  or 
operator  of  any  stationary  source  sub¬ 
ject  to  the  following  emission  limiting 
regulations  in  the  Florida  implementa¬ 
tion  plan  shall  comply  with  the  compli¬ 
ance  schedule  in  subparagraph  (2)  of 
this  paragraph:  Rules  of  the  State  of 
Florida,  Department  of  Pollution  Con¬ 
trol,  Air  Pollution,  subsections  17-2.04 

(2) ;  17-2.04(3);  17-204(6)  (a) ;  17-204 

(6)  (b) ;  17-2.04(6)  (d) ;  17-2.04(6)  (e) 

2.a:  17-2.04(6)  (e)  3.b;  17-2.04(6)  (f) ; 
and  17-2.04(6)  (h). 

(2)  Compliance  schedule. 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  stei>s  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  January  1,  1974 — ^Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission 
control  or  process  modification. 

(iii)  February  1,  1974 — Initiate  onsite 
construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 

(V)  July  1,  1975 — Achieve  compliance 
with  the  applicable  regrulations,  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(vi)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportimity  to  have  an  observer 
present. 

(vii)  Five  days  after  the  deadline  for 
completing  increments  (ii)  through  (iv) 
in  this  subparagraph,  certify  to  the  Ad¬ 
ministrator  whether  the  Increment  has 
been  met. 

(3)  Except  as  provided  in  subpara¬ 
graph  (6)  of  this  paragraph,  the  owner 
or  oi>erator  of  any  boiler  or  furnace  of 
more  than  250  million  Btu  per  hour  heat 
input  subject  to  the  requirements  of 
Rules  of  the  State  of  Florida,  Depart¬ 
ment  of  Pollution  Control,  Air  Pollution, 
subsections  17-2.04(6)  (e)2.c.  and  d.  con¬ 
tained  as  part  of  the  Florida  Implemen¬ 
tation  Plan  shall  notify  the  Administra¬ 
tor,  no  later  than  October  1,  1973,  of  his 
intent  to  utilize  either  low-sulfur  fuel  or 


FEDERAL  REGISTER,  VOL.  38,  NO.  163 — THURSDAY,  AUGUST  23,  1973 


RULES  AND  REGULATIONS 


22741 


stack  gas  desulfurization  to  meet  these 
requirements. 

(4)  Any  owner  w  curator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(3)  of  this  paragraph  who  elects  to  uti¬ 
lize  low-sulfur  fuel  shall  be  subject  to  the 
following  compliance  schedule : 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be 
substantially  adequate  to  enable  compli¬ 
ance  with  the  applicable  regulation  on 
July  1,  1975,  and  for  at  least  one  year 
thereafter. 

(ii)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  projected  above. 

(ill)  January  31, 1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifi¬ 
cations. 

(iv)  March  15, 1974 — Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(v)  June  15,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(Vi)  March  31,  1975 — Complete  onsite 
modifications,  if  applicable. 

(vii)  July  1,  1975 — Achieve  compli¬ 
ance  with  the  requirements  of  Florida 
Air  Pollution  Rules  subsections  17-2.04 
(6)  (e)2.  c.  and  d.  and  certify  such  com¬ 
pliance  to  the  Administrator. 

(vili)  If  a  performance  test  is  neces¬ 
sary  for  a  determination  as  to  whether 
compliance  has  been  achieved,  such  a 
test  must  be  completed  by  July  1,  1975. 
Ten  days  prior  to  such  a  test,  notice  must 
be  givm  to  the  Administrator  to  affm'd 
him  the  opportunity  to  have  an  observer 
present. 

(ix)  Five  days  after  the  deadline  for 
completing  Increments  (ii)  through  (vi) 
of  this  subparagraph,  certify  to  the  Ad¬ 
ministrator  whether  the  increment  has 
been  met. 

(5)  Any  owner  or  operator  subject  to 
subparagraph  (3)  of  this  paragraph  who 
elects  to  utilize  stack  gas  desulfurization 
shall  be  subject  to  the  compliance  sched- 
iile  in  subparagraph  (2)  of  this  para¬ 
graph. 

(8)(1)  None  of  the  above  subpara¬ 
graphs  shall  apply  to  a  soimce  which  is 
presently  in  compliance  with  applicable 
regulations  and  which  has  certified  such 
compliance  to  the  Administrator  within 
thirty  days  of  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 
quest  whatever  supporting  information 


(c)  The  compliance  schedule  for  the 
source  identified  below  is  disapproved  as 
not  meeting  the  requirements  of  §  51.15 
of  this  chapter.  All  regulations  cited  are 
contained  in  the  "Rules  and  Regiilatlons 
for  the  Control  of  Air  Pollution  In 
Idaho." 


he  considers  necessary  for  proper 
certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  requirements 
of  this  paragraph  for  the  affected  source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  in  this  paragraph 
may  submit  to  the  Administrator,  no 
later  than  thirty  days  after  the  effective 
date  of  this  paragraph,  a  proposed  al¬ 
ternative  compliance  schedule.  No  such 
compliance  schedule  may  provide  for 
final  compliance  after  the  final  compli¬ 
ance  date  in  the  applicable  regulation. 
If  promulgated  by  the  Administrator, 
such  schedule  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(7)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  the  compli¬ 
ance  schedule  in  subparagraph  (2)  or 

(4)  of  this  paragraph  fails  to  satisfy  the 
requirements  of  S  51.15  (b)  and  (c)  of 
this  chapter. 

Subpart  N — Idaho 

7.  In  §  52.670,  paragraph  (c)  is  revised 
to  read  as  follows: 

§  52.670  Identification  ef  plan. 

•  •  •  •  • 

(c)  Supplemental  information  was 
submitted  on: 

(1)  February  23  and  April  12, 1972,  by 
the  Idaho  Air  Pollution  Control  Com¬ 
mission  and 

(2)  March  2,  May  5,  and  June  9,  1972, 
and  February  15,  and  July  23, 1973. 

8.  Section  52.677  is  revised  to  read  as 
follows: 

§  52.677  Compliance  schedules. 

(a)  The  requirements  of  §  51.15(c)  of 
this  chapter  are  not  met  since  the  com¬ 
pliance  schedules  for  the  control  of  sul¬ 
fur  oxides  from  smelters  are  not  legally 
enforceable.  In  addition,  the  require¬ 
ments  of  §  51.15(c)  of  this  chapter  are 
not  met  since  compliance  schedules  with 
adequate  increments  of  progress  have  not 
been  submitted  for  sulfuric  acid  plants 
and  Kraft  pulp  mill  recovery  furnaces. 

(b)  The  compliance  schedule  for  the 
source  identified  below  is  approved  as 
meeting  the  requirements  of  §  51.15  of 
this  chapter.  All  regulations  cited  are 
contained  in  the  “Rules  and  Regulations 
for  the  Control  of  Air  Pollution  in  Idaho." 


Scarce  Location  Retnilatlon  Date  of 
Involved  Adoption 


Potlatch  Lewiston _ Reg.  O,  lone  28, 1973 

Forest,  Sw.  3  B. 

Ino.* 


*  The  eompllenee  sobedule  for  lime  kilns  is  approved 
tn  (h)  above. 


(d)  Federal  compliance  schedules. 

(1)  Flxcept  as  provided  tn  subpara¬ 
graph  (5)  of  this  paragraph,  the  owner 
or  operator  of  any  Kraft  pulp  mill  subject 
to  the  following  emission  limiting  regu¬ 
lation  in  the  Idaho  Implementation  Plan 
shall  comply  with  the  compliance  sched¬ 
ule  in  subparagraph  (2)  of  this  para¬ 
graph:  "Rules  and  Regulations  for  the 
Control  of  Air  Pollution  in  Idaho,”  regu¬ 
lation  O,  section  3,  subsection  E  (chapter 
Vn  of  the  Idaho  implementation  plan) . 

(2)  Compliance  schedule  for  recovery 
furnaces. 

(I)  January  1,  1974 — Achieve  compli¬ 
ance  with  the  applicable  regulations,  and 
certify  such  compliance  to  the  Admin¬ 
istrator. 

(II)  If  a  performance  test  is  deter¬ 
mined  necessary  by  the  Administrator  to 
certify  compliance,  such  a  test  must  be 
completed  by  January  15,  1974.  Ten  days 
prior  to  such  a  test,  notice  must  be  given 
to  the  Administrator  to  afford  him  the 
opportunity  to  have  an  observer  present. 

(3)  Except  as  provided  in  subpara¬ 
graph  (5)  of  this  paragraph,  the  owner 
or  operator  of  any  sulfuric  acid  plant 
subject  to  the  following  emission  limit¬ 
ing  regulation  in  the  Idaho  implementa¬ 
tion  plan  shall  comply  with  the  compli¬ 
ance  schedule  in  subparagraph  (4)  of 
this  paragraph:  “Rules  and  Regulations 
for  the  Control  of  Air  Pollution  in  Idaho,” 
regulation  R,  section  2,  subsection  A 
(chapter  vn  of  the  Idaho  implementa¬ 
tion  plan) . 

(4)  Compliance  schedule  for  sulfuric 
acid  plants. 

(i)  January  1,  1974 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  April  1,  1974 — Negotiate  and  sign 
all  necessary  contracts  for  emission  con¬ 
trol  systems  or  process  modifications,  or 
issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  Jime  1,  1975 — Complete  on-site 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  July  31,  1975 — Achieve  compli¬ 
ance  with  the  applicable  regulaticais,  and 
certify  such  compliance  to  the  Adminis¬ 
trator. 

(V)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  31,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(vl)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  in  sub¬ 
divisions  (ii)  and  (iii)  in  this  subpara¬ 
graph,  certify  to  the  Administrator 
whether  the  increment  has  been  met. 

(5)  (1)  The  requirements  of  subpara¬ 
graphs  (1)  through  (4)  of  this  para¬ 
graph  shall  not  apply  to  any  source 
which  is  presently  in  compliance  with  the 
applicable  regulation  and  which  has  cer¬ 
tified  such  compliance  to  the  Admlnis- 


Scarce 

location 

Regulation  Involved 

Date  of 

Effective 

Final 

Adoption 

Date 

Compliance 

Potlatch  Forest,  Inc.‘ . 

_ Lewiston . 

.  Reg.  0,  Sec.  3  F _ 

.  Jane  28,1973 

Immediately.. 

Jan.  1, 1974 

>  Compliance  schedules  for  the  recovery  furnaces  are  disapproved  and  promnlsated  In  (c)  and  (d)  respectively, 
below. 
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trator  within  thirty  days  of  the  effective 
date  of  this  paragraph.  The  Administra¬ 
tor  may  request  whatever  supporting  in- 
formaticxi  he  considers  necessary  for 
prwer  certification. 

(il)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  Shan  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(ili)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  sub¬ 
mit  to  the  Administrator,  no  later  than 
thirty  days  after  the  effective  date  of 
this  paragraph,  a  proposed  alternative 
compliance  schedule.  No  such  compli¬ 
ance  schedule  may  provide  for  final  com¬ 
pliance  after  the  final  compliance  date 
in  the  applicable  regulation.  If  promul¬ 
gated  by  the  Administrator,  such  sched¬ 
ule  shaU  satisfy  the  requirements  of  this 
paragraph  for  the  affected  source. 

(6)  Nothing  in  this  paragraph  shaU 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  a 
compliance  schedule  in  this  paragraph 
fails  to  satisfy  the  requirements  of 
§§  51.15(b)  and  (c)  of  this  chapter. 

Subpart  O— Illinois 

9.  Section  52.730  is  amended  by  add¬ 
ing  a  new  paragr£q>h  (b) ,  as  follows: 

§  52.730  CcMnpliance  sdiedules. 

•  *  •  *  • 

(b)  Federal  compliance  schedules. — 

(1)  Except  as  provided  in  subparagraph 
>(3)  of  this  paragraph,  the  owner  or 
operator  of  any  stationary  source  sub¬ 
ject  to  the  following  emission  Umiting 
regulations  in  the  Illinois  implementa¬ 
tion  plan  Shan  comply  with  the  appli¬ 
cable  compliance  schedule  in  subpara¬ 
graph  (2)  of  this  paragraph:  Illinois  Air 
Polluti<m  Control  Regulations  Rule  203 
(d)(4).  203(d)  (6)  (B)(li)(bb).  203(g) 

(1)(B),  203(g) (2),  203(g)(3),  203(g) (4), 
204(c)(1)(A),  204(c)(2),  204(d),  and 
204(e). 

(2)  Compliance  schedules. — (i)  The 
owner  or  operator  of  any  stationary 
source  subject  to  Illinois  Air  PoUution 
Control  Regulation  Rule  203(d)  (4)  shaU 
take  the  foUowing  actions  with  respect 
to  the  source  no  later  than  the  date 
specified. 

(o)  September  30, 1973 — Advertise  for 
bids  for  purchase  and  construction  or  in¬ 
stallation  of  equipment,  or  for  materials 
requisite  for  process  modification  suffi¬ 
cient  to  control  particulate  emissions 
from  the  source. 

(b)  November  15,  1973 — Award  con¬ 
tracts  for  emission  control  systems  or 
process  modification,  or  issue  orders  for 
the  purchase  of  component  parts  to  ac¬ 
complish  emission  control  or  process 
modification. 

(c)  May  31,  1974 — Initiate  onsite  con¬ 
struction  or  installation  of  emission  con¬ 
trol  system  or  process  modification. 

(d)  March  31,  1975 — Complete  onsite 
construction  or  installation  of  emission 
system  or  process  modification. 

(c)  May  31,  1975 — Complete  shake- 
down  operation  and  performance  test  on 
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source,  submit  performance  test  results 
to  the  Administrator;  achieve  fuU  com¬ 
pliance  with  State  agency  regulation. 

(ii)  The  owner  or  operator  of  any  sta¬ 
tionary  source  subject  to  Illinois  Air  Pol¬ 
lution  Control  Regulation  Rule  203(d) 
(6)  (B)  (ii)  (bb)  shaU  take  the  following 
actions  with  respect  to  the  source  no 
later  than  the  date  specified. 

(o)  September  30,  1973 — Advertise  for 
bids  for  purchase  and  construction  or  for 
modification  of  equipment  sufficient  to 
control  particulate  emissions  from  the 
source. 

(b)  November  15,  1973 — Award  con¬ 
tracts  for  emissions  control  systems  or 
process  modification,  or  issue  orders  for 
the  purchase  of  component  parts  to  ac¬ 
complish  emission  control  or  process 
modification. 

(c)  March  31.  1974 — Initiate  onsite 
construction  or  installation  of  emission 
control  system. 

(d)  October  31, 1974 — Complete  onsite 
construction  or  InstaUatlon  of  emission 
control  system. 

(c)  December  31,  1974 — Achieve  fiiud 
compUance  with  Illiix>ls  Air  PoUution 
Control  Regiilations  Rule  203(d)(6)  (B) 
(il)  (bb). 

(lU)  (a)  The  owner  or  («}erator  of  any 
boUer  or  furnace  of  more  than  250  mil¬ 
lion  BTU  per  hour  heat  input  subject  to 
BUnois  Air  PoUution  Control  Regulation 
Rule  204(C)(1)(A).  204(c)(2).  204(d). 
and  204(e)  shaU  notify  the  Administra¬ 
tor,  no  later  than  Oct<k>er  1,  1973,  of  his 
intent  to  utilize  either  low-sulftir  fuel  or 
stack  gas  desulfurization  to  the  require¬ 
ments  of  said  regulation. 

(b)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(2)  (lU)  (a)  of  this  paragraph  who  elects 
to  utUize  low  sulfur  fuel  shaU  take  the 
foUowlng  actlmis  with  respect  to  the 
source  no  later  than  the  date  specified. 

(1)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the 
amoimt  of  fuel,  by  types,  that  wiU  be 
substantlaUy  adequate  to  enable  compU¬ 
ance  with  Illinois  Air  PoUution  Control 
Regulations  Rule  204(c)(1)(A),  204(c) 

(2).  204(d),  and  204(e)  on  May  31, 1975, 
and  for  at  least  one  year  thereafter. 

(2)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  projected  above. 

(3)  January  31, 1974 — Submit  a  state¬ 
ment  as  to  whether  boUer  modifications 
wiU  be  required.  If  modifications  wiU 
be  required,  submit  plans  for  such 
modifications. 

(4)  March  15,  1974 — ^Let  contracts 
for  necessary  boUer  modifications.  If 
applicable. 

(5)  June  15.  1974 — Initiate  onsite 
modifications,  if  applicable. 

(6)  March  31,  1975 — Complete  onsite 
modifications.  If  applicable. 

(7)  May  31,  1975 — Pinal  compUance 
with  the  emission  Umitation  of  Rules  204 
(c)(1)(A),  204(c)(2),  204(d),  and  204 

(e). 

(c)  Any  owner  or  (H>erator  of  a  fuel 
combustion  source  subject  to  subpara¬ 
graph  (2)  (Hi)  (a)  of  this  paragraph  who 
elects  to  utUlze  stack  gas  desulfurization 
shaU  take  the  foUowing  actions  with  re¬ 


spect  to  the  source  no  later  than  the  date 
specified. 

(1)  November  1,  1973 — ^Let  necessary 
contracts  for  construction. 

(2)  March  31,  1974 — Initiate  onsite 
construction. 

(3)  March  31,  1975 — Complete  onsite 
construction. 

(4)  May  31,  1975 — Complete  shake- 
down  (^rations  and  performance  test 
on  source,  submit  performance  test  re¬ 
sults  to  the  Administrator;  achieve  full 
compliance  with  Rule  204(c)(1)(A), 
204(c) (2) .  204(d) ,  and  204(e) . 

(iv)  (a)  The  owner  or  operator  of  any 
stationary  source  subject  to  BUnois  Air 
Pollution  Control  Regulations  Rule  203 
(g)(1)(B),  203(g)(2),  203(g)(3),  and 
203(g)(4)  shaU  notify  the  Adminis¬ 
trator,  no  later  than  October  1,  1973,  of 
his  intent  to  utUize  either  low  ash  fuel  or 
a  stack  gas  cleaning  system  to  meet  the 
requirements  of  said  regulation. 

(b)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(2)  (iv)  (a)  of  this  paragraph  who  elects 
to  utUize  low  ash  fuel  shaU  take  the  fol¬ 
lowing  actions  with  resr>ect  to  the  source 
no  later  than  the  date  specified. 

(1)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  t3npe6,  that  wlU  be 
substantially  adequate  to  enable  com¬ 
pliance  with  Blinois  Air  PoUution  Con¬ 
trol  Regulations  Rule  203(g)  (1)  (B),  203 
(g)(2),  203(g)(3).  and  203(g)(4)  on 
May  31.  1975,  and  for  at  least  one  year 
thereafter. 

(2)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  project^  above. 

(3)  January  31, 1974 — Submit  a  state¬ 
ment  as  to  whether  boUer  modlficati<»is 
wUl  be  required.  If  modifications  wlU  be 
required,  submit  plans  for  such 
mc^ifications. 

(4)  March  15.  1974 — ^Let  contracts  for 
necessary  boUer  modifications,  if 
applicable. 

(5)  June  15.  1974— Initiate  onsite 
modifications.  If  applicable. 

(6)  March  31,  1975 — Complete  onsite 
modifications,  if  {qipllcable. 

(7)  May  31,  1975 — Final  compliance 
with  the  emission  limitation  of  Rule  203 
(g)(1)(B),  203(g)(2),  203(g)(3),  and 
203(g) (4). 

(c)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(2)  (iv)  (a)  of  this  paragraph  who  elects 
to  utilize  a  stack  gas  cleaning  system 
shaU  take  the  foUowing  actions  with  re¬ 
spect  to  the  soimce  no  later  than  the  date 
specified. 

(1)  January  15,  1974 — ^Let  necessary 
contracts  for  construction. 

(2)  AprU  1,  1974 — Initiate  onsite 

construction. 

(3)  AprU  1.  1975— Complete  onsite 
construction. 

(4)  May  31,  1975 — Complete  shake- 
down  operations  and  performance  tests 
on  source,  submit  performance  test  re¬ 
sults  to  the  Administrator;  achieve  full 
compUance  with  RiUe  203(g)(1)(B), 
203(g) (2) ,  203(g) (3) ,  and  203(g) (4) . 

(v)  Ten  days  prior  to  the  conduct  of 
any  performance  test  required  by  this 
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paragraph,  the  owner  or  operator  of  the 
affected  source  shall  give  notice  of  such 
test  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(vl)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  certify 
to  the  Administrator,  within  five  days 
after  the  deadline  for  each  increment  of 
progress  in  that  schedule,  whether  or 
not  the  increment  has  been  met. 

(3)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  and  (2)  of  this  paragraph 
shall  not  apply  to  any  source  which  Is 
presently  In  compliance  with  applicable 
regulations  and  which  has  certified  such 
compliance  to  the  Administrator  within 
thirty  days  of  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 
quest  whatever  supporting  information 
he  considers  necessary  for  proper  certi¬ 
fication. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than  thirty 
days  after  the  effective  date  of  this  para¬ 
graph,  a  proposed  alternative  compli¬ 
ance  schedule.  No  such  compliance 
schedule  may  provide  for  final  compli¬ 
ance  after  the  final  compliance  date  in 
the  applicable  regulation.  If  promul¬ 
gated  by  the  Administrator,  such  sched¬ 
ule  shall  satisfy  the  requirements  of  this 
paragraph  for  the  affected  source. 

(4)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  the  com¬ 
pliance  schedules  in  subparagraph  (2) 
of  this  paragraph  fail  to  satisfy  the  re¬ 
quirements  of  §  51.15(b)  and  (c)  of  this 
chapter. 

Subpart  V — Maryland 

10.  Section  52.1080  is  amended  by 
adding  a  new  paragraph  (b),  as  follows: 

§  52.1080  Coniplianro  sclirdiilcN. 

•  *  •  *  • 

(b)  Federal  compliance  schedules. — 

(1)  The  owner  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  Input  subject  to  the  re¬ 
quirements  of  regulation  10.03.36.04B(3) 
or  10.03.36.04D(1),  10.03.37.04B(3)  or 
10.03.37.04D(1),  10.03.38.04B(3)  or  10.03.- 
38.04D(1).  10.03.39.04B(3)  or  10.03.39.- 
04D(1),  10.03.40.04B(3)  or  10.03.40.- 

04D(1),  or  10.03.41.04B(3)  or  10.03.- 
41.04D(1)  of  the  Maryland  State 
Department  of  Health  and  Mental 
Hygiene,  whichever  is  applicable  in  the 
air  quality  control  region  in  which  the 
source  is  located,  shall  notify  the  Ad¬ 
ministrator,  no  later  than  January  1, 
1974,  of  his  intent  to  utilize  either  low- 
sulfur  fuel  or  stack  gas  desulfurization 
to  meet  the  requirements  of  said 
regiilation. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  who  elects  low- 


svilfur  fuel  shall  be  subject  to  the  follow¬ 
ing  compliance  schedule: 

(1)  January  31,  1974 — Submit  to  the 
Administrator  a  projection  of  the 
amoimt  of  fuel,  by  types,  that  will  be 
substantially  adequate  to  enable  com¬ 
pliance  with  the  requirement  of  sub¬ 
section  .04B(3)  of  the  applicable  Mary¬ 
land  regulation  referred  to  in  subpara¬ 
graph  (1)  of  this  paragraph  on  July  1, 
1975,  and  for  at  least  one  year  thereafter. 

(ii)  March  31,  1974— Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(iii)  April  30,  1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will 
be  required,  submit  plans  for  such 
modifications. 

(iv)  May  31,  1974 — Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(V)  October  31,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(vi)  June  1,  1975— Complete  onsite 
modifications,  if  applicable. 

(vii)  July  1,  1975 — Final  compliance 
with  the  low-sulfur  fuel  requirement  of 
subsection  .04B(3)  of  the  applicable 
Maryland  regulation  referred  to  in  sub- 
paragraph  (1)  of  this  paragraph. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
( 1)  of  this  paragraph  who  elects  to  utilize 
stack  gas  desulfurteation,  as  specified  in 
subsection  .04D(1)  of  the  applicable 
Maryland  regulation  referred  to  in  sub- 
paragraph  (1)  of  this  paragraph,  shall 
be  subject  to  the  following  compliance 
schedule : 

(i)  February  28,  1974 — Let  necessary 
contracts  for  construction. 

(ii)  May  1,  1974 — Initiate  onsite 

construction. 

(iii)  April  1,  1975 — Complete  onsite 
construction. 

(iv)  July  1,  1975 — Final  compliance 
with  the  requirements  of  subsections 
.04B(3)  or  .04D(1)  of  the  applicable 
Maryland  regiilations  referred  to  in  sub- 
paragraph  (1)  of  this  paragraph. 

(V)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(4)  Any  owner  or  operator  subject  to 
the  compliance  schedule  in  either  sub- 
paragraph  (2)  or  (3)  of  this  paragraph 
shall  certify  to  the  Administrator,  within 
five  days  after  the  deadline  for  each  in¬ 
crement  of  progress,  whether  or  not  the 
required  increment  of  progi’ess  has  been 
met. 

(5) (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (4)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  the  require¬ 
ments  of  subsections  .04B(3)  or  .04D(1) 
of  the  Maryland  regulations  referred  to 
in  subparagraph  (1)  of  this  paragraph 
and  which  has  certified  such  compliance 
to  the  Administrator  no  later  than  thirty 
days  after  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 


quest  whatever  supporting  Information 
he  considers  necessary  for  proper 
certification. 

(il)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
the  compliance  schediile  in  either  sub- 
paragraph  (2)  or  (3)  of  this  paragraph 
may  submit  to  the  Administrator,  no 
later  than  thirty  days  after  the  effective 
date  of  this  paragraph,  a  proposed  alter¬ 
native  compliance  schedule.  No  such 
compliance  schedule  may  provide  for 
final  compliance  after  July  1,  1975.  If 
promulgated  by  the  Administrator,  such 
schedule  shall  satisfy  the  requirement  of 
this  paragraph  for  the  affected  soiirce. 

(6)  Nothing  In  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  somce 
to  which  the  application  of  the  compli¬ 
ance  schedule  in  subparagraph  (2)  or  (3) 
of  this  paragraph  fails  to  satisfy  the  re¬ 
quirements  of  §  51.15(b)  and  (c)  of  this 
chapter. 

Subpart  X — Michigan 

11.  Section  52.1175  is  amended  by  add¬ 
ing  a  new  paragraph  (d),  as  follows: 

§  52.1175  Compliance  scheduler. 

*  •  •  *  * 

(d)  Federal  compliance  schedules. — 

(1)  Except  as  provided  in  subparagraph 
(3)  of  this  paragraph,  the  owner  or  oper¬ 
ator  of  any  stationary  soxirce  subject  to 
the  following  emission-limiting  regula¬ 
tions  in  the  Michigan  implementation 
plan  shall  comply  with  the  applicable 
compliance  schedule  in  subparagraph  (2) 
.of  this  paragraph:  Air  Pollution  Control 
Commission,  Department  of  Public 
Health,  Michigan  Rule  336.49. 

(2)  Compliance  schedules. — (i)  The 
owner  or  operator  of  any  boiler  or  furnace 
of  more  than  250  million  Btu  per  hour 
heat  input  subject  to  Rule  336.49  and  lo¬ 
cated  in  the  Central  Michigan  Intrastate 
AQCR,  South  Bend-Elkhart-Benton 
Harbor  Interstate  AQC?R,  or  Upper 
Michigan  Intrastate  AQCR  (as  defined  in 
Part  81  of  this  title)  shall  notify  the 
Administrator,  no  later  than  October  1, 
1973,  of  his  intent  to  utilize  either  low- 
sulfur  fuel  or  stack  gas  desulfurization 
to  comply  with  the  limitations  effective 
July  1, 1975,  in  Table  3  or  Table  4  of  Rule 
336.49. 

(ii)  Any  owner  or  operator  of  a  sta- 
tionai’y  source  subject  to  subparagraph 

(2)  (i)  of  this  paragraph  who  elects  to 
utilize  low-sulfur  fuel  shall  take  the  fol¬ 
lowing  actions  with  respect  to  the  source 
no  later  than  the  dates  specified. 

id)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance  with 
Table  3  of  Rule  336.49  on  July  1,  1975, 
and  for  at  least  one  year  thereafter. 

(b)  December  31, 1973 — Sign  contracts 
with  fuel  suppliers  for  projected  fuel  re¬ 
quirements. 
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(c)  Januaxy  31,  1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifica¬ 
tions. 

id)  March  15,  1974 — ^Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(e)  Jime  15, 1974 — ^Initiate  cmsite  mod¬ 
ifications,  if  applicable. 

(/)  March  31,  1975 — Complete  onsite 
mo^catlons.  If  applicable. 

ig)  July  1,  1975 — Achieve  final  com¬ 
pliance  with  the  applic£d}le  July  1,  1975, 
sulfur-in-fuel  limitation  listed  in  Table 
3  of  Rule  336.49. 

(ill)  Any  owner  or  operator  of  a  sta¬ 
tionary  soimie  subject  to  subparagraph 

(2)(1)  of  this  paragraph  who  elects  to 
utilize  stack  gas  desulfurization  shall 
take  the  following  actions  with  respect 
to  the  source  no  later  than  the  dates 
specified. 

(a)  November  1,  1973 — ^Let  necessary 
contracts  for  constnictlon. 

(b)  March  1,  1974 — Initiate  <msite 
construction. 

(c)  March  31,  1975 — Complete  onsite 
construction. 

id)  July  1,  1975 — Achieve  final  com¬ 
pliance  with  the  applicable  July  1,  1975, 
emission  limitation  listed  in  Table  4  of 
Rule  336.49. 

(e)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1975.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportimlty  to  have  an  observer  pres¬ 
ent. 

(iv)  The  owner  or  operator  of  any  boil¬ 
er  or  furnace  of  more  than  250  million 
Btu  per  hour  heat  input  subject  to  Rule 
336.49  and  located  in  the  Central  Michi¬ 
gan  Intrastate  AQCR  South  Bend-Elk- 
hart-Benton  Harbor  Interstate  AQCR,  or 
Upper  Michigan  Intrastate  AQCR  shall 
notify  the  Administrator,  no  later  than 
January  31,  1974,  of  his  intent  to  utilize 
either  low-sulfur  fuel  or  stack  gas  de¬ 
sulfurization  to  comply  with  the  limita¬ 
tion  effective  July  1,  1978,  in  Table  3  or 
Table  4  of  Rule  336.49. 

(V)  Any  owner  or  operator  of  a  sta¬ 
tionary  soxirce  subject  to  subparagraph 
(2)  (iv)  of  this  paragraph  who  elects  to 
utilize  low-svilfur  fuel  shall  take  the  fol¬ 
lowing  actions  with  respect  to  the  source 
no  later  than  the  dates  specified. 

(a)  October  15,  1976— Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be  sub¬ 
stantially  adequate  to  enable  compliance 
with  Table  3  of  Rule  336.49  on  July  1, 
1978,  and  for  at  least  one  year  thereafter. 

(b)  December  31, 1976 — Sign  contracts 
with  fuel  suppliers  for  projected  fuel  re¬ 
quirements, 

(c)  January  31, 1977 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifi¬ 
cations. 

id)  March  15,  1977 — ^Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 


(e>  June  15,  1977 — ^Initisite  onsite 

modifications,  if  applicable. 

if)  March  31,  1978 — Complete  onsite 
modifications,  if  applicable. 

ig)  July  1,  1978 — Achieve  final  com¬ 
pliance  with  the  applicable  July  1,  1978, 
sulfur-in-fuel  limitation  listed  in  Table  3 
of  Rule  336.49. 

(vl)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(2)  (iv)  of  this  paragraph  who  elects  to 
utilize  stack  gas  desulfurization  shall  take 
the  following  actions  with  regard  to  the 
source  no  later  than  the  dates  specified. 

ia)  November  1,  1976 — Let  necessary 
contracts  for  construction. 

(b)  March  1«  1977 — Initiate  onsite 
construction, 

(c)  March  31,  1978 — Complete  onsite 
construction. 

id)  July  1,  1978 — ^Achieve  final  com¬ 
pliance  with  the  applicable  July  1,  1978, 
emission  limitation  listed  in  Table  4  of 
Rule  336.49. 

ie)  If  a  performance  test  is  necessary 
for  a  determinaticm  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  July  1,  1978.  Ten 
days  prior  to  such  a  test,  notice  must 
be  given  to  the  Administrator  to  afford 
him  the  opportxmity  to  have  an  observer 
present. 

(vii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  certify 
to  the  Administrator,  within  five  days 
after  the  deadline  for  each  increment  of 
progress  in  that  schedule,  whether  or  not 
the  increment  has  been  met. 

(3)  (1)  The  requirements  of  subpara¬ 
graphs  (1)  and  (2)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  Table  3  or 
Table  4  of  Rule  336.49  and  which  has  cer¬ 
tified  compliance  to  the  Administrator 
within  thirty  das^  of  the  effective  date 
of  this  paragraph.  The  Administrator 


Subpart  HH — New  York 

13.  Secticxi  52.1677  is  amended  by 
adding  a  new  paragraph  (d)  as  follows : 

§  52.1677  Compliance  schedules. 

«  •  *  •  • 

(d)  Federal  compliance  schedules. — 
(1)  The  owner  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  re¬ 
quirements  of  §5  225.3(c)  and  230.2(c) 
of  subchapter  A,  chapter  m,  title  6  of 
New  York  State’s  official  compilation  of 
codes,  rules,  and  regulations  shall  notify 
the  Administrator,  no  later  than  Octo¬ 
ber  1,  1973,  of  his  intent  to  utilize  either 


may  request  whatever  supporting  infor¬ 
mation  he  considers  necessary  for  proper 
certification. 

(11)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  Shan  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affect¬ 
ed  source. 

(IID  Any  owner  or  operator  subject  to 
a  compliance  schedule  in  subparagraph 
(2)  of  this  paragraph  may  submit 
to  the  Administrator  by  no  later  than 
thirty  days  after  the  effective  date 
of  this  paragraph,  a  proposed  alter¬ 
native  compliance  schedule.  No  such 
compliance  schedule  may  provide  for 
final  compliance  after  the  final  compli¬ 
ance  date  in  the  applicable  regulation. 
If  promulgated  by  the  Administrator, 
such  schedule  shaU  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affec¬ 
ted  source. 

(4)  Nothing  in  this  paragrai^  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  the  compli¬ 
ance  schedule  in  subparagraph  (2)  oi 
this  paragraph  falls  to  satisfy  the  re¬ 
quirements  of  §  51.15  (b)  and  (c)  of  this 
chapter. 

Subpart  EE — New  Hampshire 

12.  Section  52.1524  is  amended  by  add¬ 
ing  a  new  paragraph  (d),  as  follows: 

§  52.1524  CompBance  schedules. 

•  •  •  «  * 

(d)  Federal  compliance  schedules. — 
The  compliance  schedules  for  the  sources 
identified  below  are  promulgated  herein 
in  satisfaction  of  the  requirements  of 
S  51.15  of  this  chapter.  All  regulations 
cited  are  air  pollution  control  regulations 
of  the  State,  unless  otherwise  noted. 


low-sulfur  fuel  or  stack  gas  desulfuriza¬ 
tion  to  meet  the  reqviirements  of  said 
regulation. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  who  elects  low- 
sulfur  fuel  shall  be  subject  to  the  follow¬ 
ing  compliance  schedule: 

(1)  November  1,  1973— Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  tsrpes,  that  will  be 
substantially  adequate  to  enable  com- 
pUance  with  sections  225.3(c)  and  230.2 
(c)  of  the  codes,  rules,  and  regulations 
cited  in  subparagraph  (1)  of  this  para¬ 
graph  on  June  30,  1975,  and  October  1, 


Sooroa 


Location 


Rcgnlation 

Invdvad 


Ef(ecti'7«  Final  eom- 
dat«  pUanoe 

date 


Brown  Co.; 


(a)  No.  11  Kraft  recovery. 

Berlin, 

Ifi  Immediately^ 

January 

1973. 

IR  -  ,ln - - 

1974. 

July  1974. 

IS  — -  do  ■  - 

_ 

IS  -  do - 

1974. 

June  1974. 

16 _ do . .i 

15 . do _ 

1973. ' 
December 

1974. 

. . 
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1975,  respectively,  and  for  at  least  one 
year  thereafter. 

(11)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  projected  above. 

(iil)  January  31,  1974 — Submit  a 
statement  as  to  whether  boiler  modifica¬ 
tions  will  be  required.  If  modifications 
will  be  required,  submit  plans  for  such 
modifications. 

(iv)  March  15,  1974 — ^Let  contracts 
for  necessary  boiler  modifications,  if 
applicable. 

(V)  Jime  15,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(Vi)  February  28,  1975 — Complete  on¬ 
site  modifications,  if  applicable. 

(vii)  (a)  June  30,  1975 — Pinal  compli¬ 
ance  with  the  low-sulfur  fuel  require¬ 
ments  of  section  225.3(c)  of  subchapter 
A,  chapter  m,  title  6  of  New  York  State’s 
official  compilation  of  codes,  rules,  and 
regulations. 

(b)  October  1,  1975 — Pinal  compli¬ 
ance  with  the  low-sulfur  fuel  require¬ 
ments  of  section  230.2(c)  of  subchapter 
A.  chapter  m,  title  6  of  New  York  State’s 
official  compilation  of  codes,  rules,  and 
regulations. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  who  elects  to 
utilize  stack  gas  desulfiirlzation  shall 
be  subject  to  the  following  compliance 
schedule: 

(i)  November  1,  1973 — Let  necessary 
contracts  for  construction. 

(ii)  March  31,  1974 — Initiate  onsite 
construction. 

(iii)  February  28,  1975 — Complete  on¬ 
site  construction. 

(iv)  (a)  June  30,  1975 — Final  compli¬ 
ance  with  the  requirements  of  section 
225.3(c)  of  subchapter  A,  chapter  III, 
title  6  of  New  York  State’s  official  com¬ 
pilation  of  codes,  rules,  and  regulations. 

(b)  October  1,  1975 — ^Pinal  compli¬ 
ance  with  the  requirements  of  section 
230.2(c)  of  subchapter  A,  title  6  of  New 
York  State’s  official  compilation  of  codes, 
rules,  and  regulations. 

■  (v)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  with  subpart  (3)(iv)(a)  or  (b) 
has  been  achieved,  such  a  test  must  be 
completed  by  Jime  30,  1975,  or  October 
1,  1975,  respectively.  Ten  days  prior  to 
such  a  test,  notice  must  be  given  to  the 
Administrator  to  afford  him  the  oppor¬ 
tunity  to  have  an  observer  present. 

(4)  The  owner  or  operator  of  any 
boiler  or  furnace  of  more  than  250  mil¬ 
lion  Btu  per  hoiu-  heat  input  subject  to 
the  requirement  of  section  230.2(d)  of 
subchapter  A,  chapter  in,  title  6  of  the 
New  York  State’s  official  compilation  of 
codes,  rules,  and  regulations  shall  notify 
the  Administrator  no  later  than  October 
1,  1973,  of  his  intent  to  utilize  either 
low-sulfur  fuel  or  stack  gas  desulfuriza¬ 
tion  to  meet  the  requirements  of  said 
regulation. 

(5)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(4)  of  this  paragraph  who  elects  low- 
sulfur  fuel  shall  be  subject  to  the  follow¬ 
ing  compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 


Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance 
with  section  230.2(d)  of  the  codes,  rules, 
and  regifiations  cited  in  subparagraph 

(4)  of  this  paragraph  on  October  1, 1974, 
and  for  at  least  one  year  thereafter. 

(ii)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  projected  above. 

(iii)  January  31,  1974 — Submit  a 

statement  as  to  whether  boiler  modifica¬ 
tions  wrill  be  required.  If  modifications 
will  be  required,  submit  plans  for  such 
modifications. 

(iv)  March  15, 1974 — ^Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(V)  June  15,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(Vi)  September  3,  1974 — Complete  on¬ 
site  modifications,  if  applicable. 

(vii)  October  1,  1974 — Final  compli¬ 
ance  with  the  low-sulfur  fuel  require¬ 
ments  of  section  230.2(d)  of  subchapter 
A,  chapter  III,  title  6  of  New  York  State’s 
official  compilation  of  codes,  rules,  and 
regulations. 

(6)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(5)  of  this  paragraph  who  elects  to  utilize 
stack  gas  desulfurization  shall  be  sub¬ 
ject  to  the  following  compliance  sched¬ 
ule: 

(i)  November  1,  1973 — Let  necessary 
contracts  for  construction. 

(ii)  December  31,  1973 — Initiate  on¬ 
site  construction, 

(iii)  September  1, 1974 — Complete  on¬ 
site  construction. 

(iv)  October  1,  1974 — Final  compli¬ 
ance  with  the  requirements  of  section 
230.2(d)  of  subchapter  A,  chapter  ni, 
title  6  of  New  York  State’s  official  com¬ 
pilation  of  codes,  rules,  and  regulations. 

(V)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  October  1,  1974. 
Ten  days  prior  to  such  a  test,  notice 
must  be  given  to  the  Administrator  to 
afford  him  the  opportunity  to  have  an 
observer  present. 

(7)  The  owner  or  operator  of  any  pe¬ 
troleum  refinery  subject  to  the  require¬ 
ments  of  section  223.1(a)  of  subchapter 
A,  chapter  in,  title  6  of  New  York  State’s 
official  compilation  of  codes,  rules,  and 
regulations  shall  comply  with  the  com¬ 
pliance  schedule  in  subparagraph  (8)  of 
this  paragraph. 

(8)  Any  owner  or  operator  of  a  petro¬ 
leum  refinery  subject  to  subparagraph 
(7)  of  this  paragraph  shall  be  subject  to 
the  following  compliance  schedule: 

(i)  November  1,  1973 — Submit  final 
control  plan  to  the  Administrator, 

(ii)  February  28,  1974 — Let  necessary 
contracts  for  construction  or  installation 
of  emission  control  equipment. 

(iii)  June  30,  1974 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment. 

(iv)  November  30,  1974 — Complete 

onsite  construction  or  installation  of 
emission  control  equipment. 

(V)  December  31,  1974 — Final  com¬ 
pliance  with  the  requirements  of  §  223.1 


(a)  of  subchapter  A,  chapter  m,  title  6 
of  New  York  State’s  official  compilation 
of  codes,  rules,  and  regulations. 

(9)  The  owner  or  operator  of  any  coke 
oven  battery  subject  to  the  requirements 
of  part  214,  sections  214.2  and  214.4,  of 
subchapter  A,  chapter  m,  title  6  of  the 
New  York  State’s  official  compilation  of 
codes,  rules,  and  regulations  for  a  facility 
with  an  environmental  rating  B  as  deter¬ 
mined  by  part  212  of  subchapter  A,  chap¬ 
ter  III,  title  6  of  the  New  York  State  of¬ 
ficial  compilation  of  codes,  rules,  and 
regvilations,  shall  comply  with  the  com¬ 
pliance  schedule  in  subpargaraph  (10) 
of  this  paragraph. 

(10)  Any  owner  or  operator  of  a  coke 
oven  battery  subject  to  subparagraph 
(9)  of  this  paragraph  shall  be  subject  to 
the  following  compliance  schedizle: 

(i)  November  1,  1973 — Submit  final 
control  plan  to  the  Administrator. 

(11)  February  1,  1974 — Let  necessary 
contract  for  construction  or  installation 
of  control  equipment. 

(iii)  April  15,  1974 — Initiate  onsite 
construction  or  installation  of  control 
equipment. 

(iv)  November  30, 1974 — Complete  on¬ 
site  construction  or  installation  of  con¬ 
trol  equipment. 

(V)  December  31,  1974 — Final  com¬ 
pliance  with  the  requirements  of  part 
214,  sections  214.2  and  214.4,  of  the  sub¬ 
chapter  A,  chapter  HI,  title  6  of  the  New 
York  State’s  official  compilation  of  codes, 
rules,  and  regulations. 

(11)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  cer¬ 
tify  to  the  Administrator,  within  five 
days  after  the  deadline  for  each  incre¬ 
ment  of  progress  in  that  schedule, 
whether  or  not  the  increment  has  been 
met. 

(12)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (11)  of  this  para¬ 
graph  shall  not  apply  to  any  source  which 
is  presently  in  compliance  with  the  ap¬ 
plicable  regulations  and  which  has  certi¬ 
fied  such  compliance  to  the  Administra¬ 
tor  within  thirty  days  of  the  effective 
date  of  this  paragraph.  The  Administra¬ 
tor  may  request  whatever  supporting 
information  he  considers  necessary  for 
proper  certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Admin¬ 
istrator  shall  satiirfy  the  requirements 
of  this  paragraph  for  the  affected  source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than 
thirty  days  after  the  effective  date  of 
this  paragraph,  a  proposed  alternative 
compliance  schedule.  No  such  compliance 
schedule  may  provide  for  final  compli¬ 
ance  after  the  final  compliance  date  in 
the  applicable  regulation.  If  promulgated 
by  the  Administrator,  such  schedule 
shall  satisfy  the  requirements  of  this 
paragraph  for  the  affected  source. 

(13)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator -from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  the 
compliance  schedule  in  subparagraphs 
(2),  (3),  (5).  (6),  (8),  and  (10)  of  this 
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paragraph  fails  to  satisfy  the  require¬ 
ments  of  §  51.15  (b)  and  (c)  of  this 
chapter. 

Subpart  MM — Oregon 

14.  In  §  52.1970  paragraph  (c)  is  re¬ 
vised  to  read  as  follows: 

§  52.1970  Identification  of  plan. 

•  •  •  •  * 

(c)  Supplemental  information  was 
submitted  on: 

(1)  May  3,  and  October  26,  1972,  and 
February  9,  April  13,  May  30,  June  8, 


(c)  Federal  compliance  schedules. — 

(I)  Except  as  provided  in  subparagraph 

(II)  of  this  paragraph  the  o^Mier  or  op¬ 
erator  of  any  primary  aluminum  plant 
subject  to  the  following  emission  Umit- 
ing  regulation  in  the  Oregon  implemen¬ 
tation  plan  shall  comply  with  the  com¬ 
pliance  schedule  in  subparagrai^  (2)  of 
this  paragraph:  Oregon  Administrative 
Rules,  chapter  340,  section  25-265  (app, 
2-A  of  the  Oregon  Implementation 
Plan). 

(2)  Compliance  schedule  for  primary 
aluminum  plants: 

(i)  December  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan  which 
describes  at  a  minimum  the  steps 
which  will  be  taken  by  the  source  to 
achieve  compliance  with  the  applicable 
regulations, 

(ii)  January  31,  1974 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  December  9,  1974 — Complete  on¬ 
site  construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 

(iv)  January  1, 1975 — Achieve  compli¬ 
ance  with  the  applicable  regulations  and 
certify  such  compliance  to  the  Admin¬ 
istrator. 

(3)  Except  as  provided  in  subpara¬ 
graph  (11)  of  this  paragraph,  the  owner 
or  operator  of  any  Kraft  pulp  mill  sub¬ 
ject  to  the  following  emission  limiting 
regulation  in  the  Oregon  Implementa¬ 
tion  Plan  shall  comply  with  the  compli¬ 
ance  schedules  in  subparagraphs  (2)  and 
(3)  of  this  paragraph:  Oregon  Adminis¬ 
trative  Rules,  chapter  340,  section  25-170 
(2)  (a)  (recovery  furnaces)  and  (b)  (lime 
kilns)  (app.  2-A  of  the  Oregon  Imple¬ 
mentation  Plan) . 

(4)  Compliance  schedule  for  recovery 
fiu’naces: 

(i)  October  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  December  17,  1973 — Negotiate 

and  sign  all  necessary  contracts  for  emis- 


June  22.  June  25,  July  17,  and  August  3, 
1973. 

15.  Section  52.1975  is  amended  by  add¬ 
ing  new  paragraphs  (b)  and  (c),  as 
follows: 

§  52.1975  Complianre  schedules. 

(b)  The  c(»npliance  schedules  for  the 
sources  identified  below  are  approved  as 
meeting  the  requirements  of  S  51.15  of 
this  chapter.  All  regulations  cited  are 
contained  in  the  Oregon  Administrative 
Rules,  Chapter  340,  unless  otherwise 
indicated. 


Sion  control  systems  or  process  modifica¬ 
tions,  or  issue  orders  for  the  purchase  of 
component  parts  to  accomplish  emission 
control  or  process  modification. 

(iii)  May  26,  1975— (Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  July  1. 1975 — Achieve  compliance 
with  the  applicable  regulations,  and  cer¬ 
tify  such  compliance  to  the  Adminis¬ 
trator. 

(5)  Compliance  schedule  for  lime 
kilns: 

(i)  October  1.  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  November  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modificatiwi. 

(iii)  July  29,  1974 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  August  26, 1974 — Achieve  compli¬ 
ance  with  the  applicable  regulations,  and 
certify  such  compliance  to  the  Admin¬ 
istrator. 

(6)  Except  as  provided  in  subpara¬ 
graph  (11)  of  this  paragraph,  the  owmer 
or  operator  of  any  sulfite  pulp  mill  sub¬ 
ject  to  the  following  emission-limiting 
regulation  in  the  Oregon  Implementation 
Plan  shall  comply  wdth  the  compliance 
schedule  in  subparagraph  (5)  and  (6) ,  as 
applicable,  of  this  paragraph:  Oregon 
Administrative  Rules,  chapter,  340,  sec¬ 
tion  25-36  (app.  2-A  of  the  Oregon  Im¬ 
plementation  Plan) . 

(7)  Compliance  schedule  for  sulfite 
mills  of  110  tons  or  greater  of  air  dried 
vmbleached  pulp  per  day : 

(i)  October  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  November  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 


control  systems  or  process  modifications, 
or  issue  orders  for  the  pmchase  of  com¬ 
ponent  parts  to  accomplish  emission 
control  or  process  modification. 

(iii)  May  20,  1974 — Complete  onsite 
construction  or  installaticm  of  nnission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  July  1,  1974 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(8)  Compliance  schedule  for  sulfite 
mills  of  less  than  110  tons  of  air  dried 
unbleached  pulp  per  day: 

(i)  October  1, 1973 — Submit  to  the  Ad¬ 
ministrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
wall  be  taken  by  the  source  to  achieve 
compliemce  with  the  applicable  regula¬ 
tions. 

(ii)  February  1,  1974 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  August  1,  1974 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  November  1,  1974 — Achieve  com¬ 
pliance  with  the  applicable  regulations, 
and  certify  such  compliance  to  the  Ad¬ 
ministrator, 

(9)  If  a  performance  test  is  necessary 
for  a  determinatim  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  the  final  compli¬ 
ance  date  in  the  applicable  compli¬ 
ance  schedule.  Ten  days  prior  to  such  a 
test,  notice  must  be  given  to  the  Admin¬ 
istrator  to  afford  him  the  opportunity 
to  have  an  observer  present. 

(10)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  (ii)  and 
(iii)  in  a  compliance  schedule  above, 
certify  to  the  Administrator  whether  the 
Increment  has  been  met. 

(11)  (i)  The  requirements  of  subpara¬ 
graphs  (1)  through  (10)  of  this  para¬ 
graph  shall  not  apply  to  any  soiu'ce 
which  is  presently  in  compliance  wdth 
the  applicable  regulations  and  which  has 
certified  such  compliance  to  the  Admin¬ 
istrator  within  thirty  days  of  the  effec¬ 
tive  date  of  this  paragraph.  The  Admin¬ 
istrator  may  request  whatever  support¬ 
ing  information  he  considers  necessary 
for  proper  certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owmer  or  operator  subject  to 
a  compliance  schedule  above  may  sub¬ 
mit  to  the  Administrator,  no  later  than 
thirty  days  after  the  effective  date  of 
this  paragraph,  a  proposed  alternative 
compliance  schedule.  No  such  compliance 
schedule  may  provide  for  final  compli¬ 
ance  after  the  final  compliance  date  in 
the  applicable  regulation.  If  promulgated 
by  the  Administrator,  such  schedule  shall 
satisfy  the  requirements  of  this  para¬ 
graph  for  the  affected  source. 


Source  Location  Regulation  involved  Date  of  Effective  date  Final  com- 

adopUon  pliance  date 


Crown  Zellerbach  Corp _ Wauna _ OAR  340  Sec  25-170...  Aug.  2,1972  Immediately  May  1,1976 

Georgia  Pacific  Corp . . Toledo . do . . do . . do . Jan.  1, 1976 

Hanna  Nickel  Co .  Riddle . OAR  340  Sec  25-415...  Jan.  26,1973  . do . July  1,1974 
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(12)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  a  com¬ 
pliance  schedule  in  this  paragraph  fails 
to  satisfy  the  requirements  of  §  51.15 
(b)  and  (c)  of  this  chapter. 

Subpart  00 — Rhode  Island 

16.  In  §  52.2077,  paragraph  (b)  is 
amended  by  deleting  from  the  table  of 
sources  the  Providence,  Pawtucket,  and 


(c)  Federal  compliance  schedules. — 
(1)  Except  as  provided  in  subparagraph 
(14)  of  this  paragraph,  the  owner  or  op¬ 
erator  of  any  stationary  source  subject 
to  emission  limiting  regulations  of  the 
South  Carolina  Implementation  Plan 
shall  comply  with  the  applicable  compli¬ 
ance  schedule  in  subparagraphs  (2) 
through  (11)  of  this  paragraph. 

(2)  The  OT^Tier  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  re¬ 
quirements  of  South  Carolina  standard 
2A.  section  II  B  and  C,  and  located  in  an 
AQCR  listed  at  the  end  of  this  subpara¬ 
graph,  shall  notify  the  Administrator,  no 
later  than  October  1,  1973,  of  his  intent 
to  utilize  either  low-sulfur  fuel  or  stack 
gas  desulfurization  to  meet  these  require¬ 
ments.  Camden-Sumter  AQCR ;  CTharles- 
ton  Intrastate  AQCR;  Coliunbia  Intra¬ 
state  AQC7R;  Florence  Intrastate  AQCR; 
Georgetown  Intrastate  AQCR;  Green- 


Newport  Municipal  Incinerators,  and  by 
adding  new  paragraphs  (c)  and  (d)  as 
follows: 

§  52.2077  Compliance  schedules. 

•  •  •  •  • 

(c)  The  compliance  schedules  for  the 
sources  identified  below  are  approved  as 
meeting  the  requirements  of  5  51.15  of 
this  chapter.  All  regulations  cited  are  air 
pollution  control  regulations  of  the  State, 
unless  otherwise  noted. 


ville-Spartanburg  Intrastate  AQCR; 
Greenwood  Intrastate  AQCR. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(2)  of  this  paragraph  who  elects  to 
utilize  low-sulfur  fuel  shall  be  subject 
to  the  following  compliance  schedule; 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be 
substantially  adequate  to  enable  compli¬ 
ance  with  the  applicable  regulation  on 
July  1,  1977,  and  for  at  least  one  year 
thereafter,  as  well  as  a  statement  as  to 
whether  boiler  modifications  will  be  re¬ 
quired.  If  so,  final  plans  must  be  sub¬ 
mitted  for  such  modifications. 

(ii)  May  1,  1974 — Sign  contracts  with 
fuel  supplier  for  fuel  requirements  as 
projects  above. 

(lil)  May  1,  1975 — Let  contracts  for 
necessary  boiler  modifications,  if 
applicable. ' 


(Iv)  January  1,  1976 — ^Initiate  onsite 
modifications,  if  applicable. 

(v)  May  1,  1977 — Complete  onsite 
modifications,  if  applicable. 

(vi)  July  1,  1977 — Achieve  compliance 
with  the  requirements  of  South  Carolina 
standard  2A,  section  II  B  and  C,  and 
certify  such  compliance  to  the 
Administrator. 

(4)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(2)  of  this  paragraph,  who  elects  to 
utilize  stack  gas  desulfurization  shall  be 
subject  to  the  following  compliance 
schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tion. 

(ii)  May  1,  1974 — Negotiate  and  sign 
all  necessary  contracts  for  emissiMi  (con¬ 
trol  systems  or  process  modifications,  or 
issue  orders  for  the  purchase  of  compo¬ 
nent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  May  1,  1975 — Initiate  onsite  con¬ 
struction  or  installation  of  emission  con¬ 
trol  equipment  or  process  modification. 

(iv)  May  1,  1977 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  process  modification. 

(V)  July  1,  1977 — Achieve  compliance 
with  the  applicable  regulations  and 
certify  such  compliance  to  the 
Administrator. 

(5)  The  owner  or  operator  of  any 
boiler  or  furnace  of  more  than  250  mil¬ 
lion  Btu  per  hour  heat  input  subject  to 
the  requirements  of  South  Carolina 
standard  2A,  section  II  B  and  C,  and 
located  in  an  AQCR  listed  at  the  end  of 
this  subparagraph,  shall  notify  the  Ad¬ 
ministrator,  no  later  than  January  1, 
1974,  of  his  intent  to  utilize  either  low- 
sulfur  fuel  or  stack  gas  desulfurization 
to  meet  the  requirements  of  said  regula¬ 
tions;  Augusta-Aiken  Interstate  AQCR; 
Metropolitan  Charlotte  Interstate 
AQCR;  Savannah-Beaufort  Interstate 
A<3CR. 

(6)  Any  ower  or  operator  of  a  station¬ 
ary  source  subject  to  subparagraph  (5) 
of  this  paragraph  who  elects  to  utilize 
low-sulfur  fuel  shall  be  subject  to  the 
following  compliance  schedule: 

(i)  January  31,  1974 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be 
substantially  adequate  to  enable  compli¬ 
ance  with  the  applicable  regulation  on 
July  1,  1975,  and  for  at  least  one  year 
thereafter. 

(ii)  March  31,  1974 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(ill)  April  30,  1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  w’ill  be 
required,  submit  plans  for  such 
mc^ifications. 

(iv)  May  31,  1974 — Let  contracts  for 
necessary  boiler  modifications,  if 
applicable. 

(V)  October  31,  1974 — Initiate  onsite 
modifications,  if  applicable. 


Source 


Location 


Regulation 

iuvoived 


Date  of 
adoption 


Effective 

date 


Final 

compiiance 

date 


Providence  Municipal  Incinerator _ Providence....  12.2.2(c) . Apr.  24,  1973  Immediately..  Jan.  31  1974 

Pawtucket  Municipallncinerator _ Pawtucket _ 12.2.2(c) - do - do - May31,1975 

Newport  Municipal  Incinerator _ Newport _ 12.2.2(c) _ do - do - Dec.  31, 1973 

(d)  Federal  compliance  schedules. — The  compliance  schedules  for  the  sources 
Identified  below  are  promulgated  herein  in  satisfaction  of  the  requirepients  of  §  51.15 
of  this  chapter.  All  regulations  cited  are  air  pollution  control  relations  of  the 
State,  unless  otherwise  noted. 


Source 


Location 


Regulation 

involved 


Effective 

date 


Final 

compliance 

date 


Woonsocket  Municipal  Incinerator...: . Woonsocket...  12.2.2(c).. . .  Immediately..  May  31,1978 

Subpart  PP — South  Carolina 

17.  Section  52.2123  is  amended  by  adding  new  lines  to  the  table  in  paragraph  (b) , 
and  by  adding  a  new  paragraph  (c) ,  as  follows: 

§  52.2123  Compliance  schedules. 

•  •«««*• 

(b)  •  *  • 

Source  Location  Regulation  Date  of  Effective  Final  corn- 

involved  adoption  date  pliance  date 

Duke  Power  Co.,  Lee  Plant  Anderson  County,  S2A-I  Jan.  12, 1973  Immediately..  Dec.  31, 1973 

Unit  1.  S.C.  R4A-II 

K.  1.  Dupont  de  Nemours  and  Camden,  S.C . .  SIA  Jan.  11,1973  do . July  1,1974 

Co.,  May  Plant.  S2A-I 

R4A-III 

W.  R.  Grace  and  Co.. . .  Charleston,  S.C _ 8,5A-I  Oct.  19, 1973  . do . July  1, 1973 

R4A 

J.  P.  Stevens  and  Co.,  Inc.,  Greer,  S.C . .  S2A-I  Jan.  11, 1973  _ do . July  12, 1973 

Victor  Plant.  S2A-II 

R4A 

U.S.  Atomic  Energy  Commls-  Aiken  County,  S.C...  S2A-I  Jan.  24,1973  . do . July  1,1974 

Sion,  Savannah  River  Plant,  R4A-II 

Area400-D  Units  1,2, 3, and 4. 
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(vi)  June  1,  1975 — Complete  onsite 
modifications,  iif  applicable. 

(vii)  July  1,  197&— Achieve  com¬ 

pliance  with  the  requirements  of  South 
Carolina  standard  2A,  section  n  B  and 
C,  and  certify  such  compliance  to  the 
Administrator. 

(7)  Any  owner  or  oi>erator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(5)  of  this  paragraph,  who  elects  to  uti¬ 
lize  stack  gas  desulfiuization  shall  be 
subject  to  the  follomng  compliance 
schedule: 

(ii  January  31,  1974 — Submit  to  the 
Administrator  a  final  control  plan, 
which  describes  at  a  minimum  the 
steps  which  will  be  taken  by  the 
source  to  achieve  compliance  with  the 
applicable  r^ulations. 

(ii)  February  28,  1974 — Negotiate  and 
sign  all  necessary  contracts  for  emis¬ 
sion  control  systems  or  process  modi¬ 
fications,  or  issue  orders  for  the  purchase 
of  component  parts  to  accomplish  emis¬ 
sion  control  or  process  modification. 

(iii)  May  1,  1974 — Initiate  onsite  con¬ 
struction  of  emission  control  equipment 
or  process  modification. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 

(v)  July  1,  1975 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the 
Administrator. 

(8)  Compliance  schedule  for  sources 
subject  to  standard  5 A,  section  n  of  the 
air  pollution  regulations  and  standards 
for  the  State  of  South  Carolina. 

(i)  October  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan, 
which  describes  at  a  minimum  the 
steps  which  will  be  taken  by  the  source 
to  achieve  compliance  with  the  appli¬ 
cable  regulations. 

(ii)  December  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  order  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission 
control  or  process  modification. 

(iii)  January  1,  1974 — Initiate  onsite 
construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process 
modification. 

(v)  July  31,  1975 — Achieve  com¬ 

pliance  with  the  applicable  regulations 
and  certify  such  compliance  to  the 
Administrator. 

(9)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  the  require¬ 
ments  of  standard  5A,  sections  I  and  VI 
B  and  C  of  the  air  pollution  control  reg¬ 
ulations  and  standards  for  the  State  of 
South  Carolina  shall  be  subject  to  the 
compliance  schedule  in  subparagraph 
(4)  of  this  paragraph. 

(10)  Compliance  schedule  for  pri¬ 
mary  and  secondary  metals  plants  sub¬ 
ject  to  standard  5A,  section  VII  of  the 
air  pollution  control  regulations  and 
standards  for  the  State  of  South 
Carolina : 


(i)  October  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan, 
which  describes  at  a  minimum  the  steps 
which  will  be  taken  by  the  source  to 
achieve  compliance  with  the  applicable 
regulations. 

(ii)  December  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  January  1,  1974 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  March  1,  1975 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(V)  May  1,  1975 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(11)  Compliance  schedule  for  sources 
subject  to  standard  2A,  sectional  and 
standard  5A,  sections  m,  IV,  and  V  of  the 
air  ix>llution  control  regulations  and 
standards  for  the  State  of  South  Caro- 
hna: 

(i)  September  15, 1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
w'ill  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  November  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  part  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  December  1,  1973 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  June  1,  1974 — Complete  onsite 
construction  or  Installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(V)  July  1,  1974 — Achieve  compliance 
w'ith  the  applicable  regulations  and 
certify  such  compliance  with  the 
Administrator. 

(12)  If  a  performance  test  is  neces¬ 
sary  for  a  determination  as  to  whether 
compliance  has  been  achieved,  such  a 
test  must  be  completed  on  or  before  the 
final  compliance  dates  listed  in  each  sub- 
paragraph  (2)  through  (11)  of  this  para¬ 
graph.  Ten  days  prior  to  such  a  test,  no¬ 
tice  must  be  given  to  the  Administrator 
to  afford  him  the  opportunity  to  have  an 
observer  present. 

(13)  Five  days  after  the  deadline  for 
completing  increments  (ii)  through  (v) 
in  subparagraph  (3),  increments  (ii) 
through  (vi)  in  subparagraph  (6),  and 
increments  (ii)  through  (iv)  in  subpara¬ 
graphs  (4),  (7),  (8),  (10),  and  (11)  of 
tliis  paragraph,  certification  as  to 
w’hether  the  increments  were  met  shall 
be  made  to  the  Administrator. 

(14)  (i)  None  of  the  above  subpara¬ 
graphs  shall  apply  to  a  source  which  is 
presently  in  compliance  with  the  appli¬ 
cable  regulations  and  which  has  certified 
such  compliance  to  the  Administrator 


within  thirty  days  of  the  effective  date  of 
this  paragraph.  The  Administrator  may 
request  whatever  supporting  information 
he  considers  necessary  for  proper  certi¬ 
fication. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  in  this  paragraph 
may  submit  to  the  Administrator  no  later 
than  thirty  days  after  the  effective  date 
of  this  paragraph  a  proposed  alternative 
compliance  schedule.  No  such  compli¬ 
ance  schedule  may  provide  final  compli¬ 
ance  after  the  final  compliance  date  in 
the  applicable  compliance  schedule  of 
this  paragraph.  If  promulgated  by  the 
Administrator,  such  schedule  shall  sat¬ 
isfy  the  requirements  of  this  paragraph 
for  the  affected  source. 

(15)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  a  compliance 
schedule  in  this  paragraph  falls  to  sat¬ 
isfy  the  requirements  of  §  51.15  (b)  and 
(c)  of  this  chapter. 

Subpart  RR — ^Tennessee 

18.  Section  52.2220  is  amended  by  add¬ 
ing  a  hew  paragraph  (c)(4),  as  follows: 

§  52.2220  Identificalion  of  plan. 

(see)  •  •  • 

*  *  •  •  • 

(4)  June  27,  1973,  from  the  Division 
of  Air  Pollution  Control,  Tennessee  De¬ 
partment  of  Public  Health. 

19.  Section  52.2223  is  amended  by  add¬ 
ing  new  paragraphs  (a)  and  (e),  as 
follows: 

§  52.2223  Compliance  schedules. 

(a)  Federal  compliance  schedules — 
State  program. — (1)  Except  as  provided 
in  subparagraph  (4)  of  this  paragraph, 
the  owner  or  operator  of  any  boiler  or 
furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  re¬ 
quirements  of  Tennessee  air  pollution 
control  regulation  chapter  VI,  section 
4.B.1,  as  contained  in  the  Tennessee  im¬ 
plementation  plan,  shall  notify  the  Ad¬ 
ministrator,  no  later  than  October  1, 
1973,  of  his  intent  to  utilize  either  low'- 
sulfur  fuel  or  stack  gas  desulfurization 
to  meet  these  requirements, 

(2)  Any  owner  or  operator  of  a  sta- 
tionaiy  source  subject  to  subparagi-aph 
(1)  of  this  paragraph  who  elects  to 
utilize  low-sulfur  fuel  shall  be  subject 
to  the  following  compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance  with 
the  applicable  regulation  on  July  1, 1975, 
and  for  at  least  one  year  thereafter. 

(ii)  December  31,  1973 — Sign  con¬ 
tracts  with  fuel  suppliers  for  fuel  re¬ 
quirements  as  projected  above. 
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(iii)  January  31,  1974 — Submit  a 

statement  as  to  whether  boiler  modifi¬ 
cations  will  be  required.  If  modifications 
will  be  required,  submit  plans  for  such 
modifications. 

(iv)  May  31,  1974 — Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(v)  October  31,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(vl)  June  1,  1975-^omplete  onsite 
modifications,  if  applicable. 

(vii)  July  1, 1975 — Achieve  compliance 
with  the  requirements  of  Tennessee  air 
pollution  control  regulations  chapter  VI, 
section  4.B.1,  and  certify  compliance  to 
the  Administrator. 

(viii)  If  a  performance  test  is  neces¬ 
sary  for  a  determination  as  to  whether 
compliance  has  been  achieved,  such  a  test 
must  be  completed  on  or  before  July  1, 
1975.  Ten  days  prior  to  such  a  test,  notice 
must  be  given  to  the  Administrator  to 
afford  him  the  opportunity  to  have  an 
observer  present. 

(ix)  Five  days  after  the  deadline  for 
completing  increments  (ii)  through  (vi) 
in  this  subparagraph  certification  as  to 
whether  the  increments  were  met  shall 
be  made  to  the  Administrator. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  who  elects  to  uti¬ 
lize  stack  gas  desulfurization  shall  be 
Subject  to  the  following  compliance 
schedule: 

(i)  January  31,  1974 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tions. 

(ii)  February  28,  1974 — Negotiate  and 
sign  all  necessary  contracts  for  emission- 
control  systems  or  process  modification, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  May  1,  1974 — Initiate  onsite  con¬ 
struction  or  installation  of  emission-con¬ 
trol  equipment  or  process  modification. 

(iv)  May  1,  1975 — Complete  onsite 
constiuction  or  installation  of  emission - 
control  equipment  or  process  modifica¬ 
tion. 

(V)  July  1,  1975 — Achieve  compliance 
with  the  requirements  of  Tennessee  air 
pollution  control  regulation  chapter  VI, 
section  4.B.1,  and  certify  compliance  to 
the  Administrator. 

(vi)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  on  or  before  July  1, 
1975.  Ten  days  prior  to  such  a  test,  notice 
must  be  given  to  the  Administrator  to  af¬ 
ford  him  the  opportunity  to  have  an 
observer  present. 

(vii)  Five  days  after  the  deadline  for 
completing  increments  (ii)  through  (iv) 
in  this  subparagraph,  certification  as  to 
whether  the  increments  were  met  shall 
be  made  to  the  Administrator. 

(4)  (i)  None  of  the  above  subpara¬ 
graphs  shall  apply  to  a  source  which  is 
presently  in  compliance  with  applicable 
regulations  and  which  has  certified  such 
compliance  to  the  Administrator  within 


thirty  days  of  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 
quest  whatever  supporting  information 
he  cMisiders  necess^  for  proper  certifi- 
catl(xi. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Admin¬ 
istrator  shall  satisfy  the  requirements  of 
this  paragraph  for  the  affected  soiirce. 

(iii)  Any  owner  or  operator  subject 
to  a  compliance  schedule  in  this  para¬ 
graph  may  submit  to  the  Administrator 
no  later  than  thirty  days  after  the  ef¬ 
fective  date  of  this  paragraph  a  pro¬ 
posed  alternative  compliance  schedule. 
No  such  compliance  schedule  may  pro¬ 
vide  for  final  compliance  after  the  final 
compliance  date  in  the  applicable  com¬ 
pliance  schedule  of  this  paragraph.  If 
promulgated  by  the  Administrator,  such 
schedule  shall  satisfy  the  requirements 
of  this  paragraph  for  the  affected  source. 

(5)  The  compliance  schedules  in  sub- 
paragraphs  (2)  and  (3)  of  this  paragraph 
shall  not  excuse  a  source  from  comply¬ 
ing  with  any  interim  emission  limitations 
on  the  date  prescribed  in  the  Tennessee 
air  pollution  control  regulation  listed  in 
subparagraph  (1)  of  this  paragraph. 

(6)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  application  of  the 
compliance  schedules  in  the  above  sub- 
paragraphs  of  this  paragraph  fail  to 
satisfy  the  requirements  of  §  51.15(b) 
and  (c)  of  this  chapter. 

#  •  ♦  «  • 

(e)  Federal  compliance  schedules — 
Local  programs. — (1)  Except  as  provided 
in  subparagraph  (16)  of  this  paragraph, 
the  owner  or  operator  of  any  stationarj” 
source  subject  to  the  following  emission 
limiting  regulations  of  the  Knox  Coun¬ 
ty  Air  Pollution  Control  Regulations  and 
the  City  of  Memphis  Air  Pollution  Con¬ 
trol  Code  and  Shelby  County  Air  Pollu¬ 
tion  Control  Code  contained  as  part  of 
the  Tennessee  implementation  plan  shall 
comply  with  the  compliance  schedule  in 
subparagraph  (2)  of  this  paragraph: 
Knox  County  Air  Pollution  Control  Regu¬ 
lations,  Sections  18.2C:  19.4B;  20. ID: 
and  23.1;  Cfity  of  Memphis  Air  Pollution 
Control  Code  and  Shelby  County  Air 
Pollution  Control  Code  Section  3-24 (d). 

(2)  Compliance  schedule. — (i)  Octo¬ 
ber  1,  1973-^ubmit  to  the  Administrator 
a  final  control  plan,  which  describes  at 
a  minimum  the  steps  which  will  be  taken 
by  the  source  to  achieve  compliance  with 
the  applicable  regulations. 

(ii)  December  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(hi)  January  1,  1974 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(v)  July  1,  1975— Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 


tify  such  compliance  to  the  Administra¬ 
tor. 

(3)  Except  as  provided  in  subpara¬ 
graph  (16)  of  this  paragraph,  the  owner 
or  operator  of  any  stationary  source  sub¬ 
ject  to  the  following  emission  limiting 
regulation  of  the  Knox  County  Air  Pol¬ 
lution  Control  Regulations  contained  as 
part  of  the  Tennessee  implementation 
plan  shall  comply  with  the  compUance 
schedule  in  subparagraph  (4)  of  this 
paragraph:  Knox  Ctoimty  Air  Pollution 
Control  Regulations,  Section  19.2C. 

(4)  Compliance  schedule. — (i)  Octo¬ 
ber  1, 1973 — Submit  to  the  Administrator 
a  final  control  plan,  which  describes  at  a 
minimum  the  steps  which  will  be  taken 
by  the  source  to  achieve  compliance  with 
the  applicable  regulations. 

(ii)  December  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification. 

(iii)  January  1,  1974 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(v)  June  1.  1975 — Achieve  compliance 
with  the  applicable  regulations  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(5)  Except  as  provided  in  subpara¬ 
graph  (16)  of  this  paragraph,  the  owner 
or  operator  of  any  boiler  or  furnace  of 
more  than  250  million  Btu  per  hour  heat 
input  subject  to  the  requirements  of 
Knox  County  Air  Pollution  Control  Reg¬ 
ulations,  section  18.4B:  and  City  of 
Memphis  Air  Pollution  Control  Code  and 
Shelby  County  Air  Pollution  Control 
Code,  Section  3-24  (b),  contained  as  part 
of  the  Tennessee  implementation  plan 
shall  notify  the  Administrator  no  later 
than  October  1,  1973,  of  his  intent  to 
utilize  either  low-sulfur  fuel  or  stack 
gas  desulfurization  to  meet  these  re¬ 
quirements. 

(6)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(5)  of  this  paragraph  who  elects  to  uti¬ 
lize  low-sulfur  fuel  shall  be  subject  to  the 
following  compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be  sub¬ 
stantially  adequate  to  enable  compliance 
with  the  applicable  regulation  on  July  1, 
1975,  and  for  at  least  one  year  thereafter. 

(ii)  December  31, 1973 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(iii)  January  31,  1974 — Submit  a 
statement  as  to  whether  boiler  modifica¬ 
tions  will  be  required.  If  modifications 
will  be  required,  submit  plans  for  such 
modifications. 

(iv)  March  15, 1974 — Let  contracts  for 
necessary  boiler  modifications,  if  appli¬ 
cable. 

(v)  June  15,  1974 — Initiate  onsite 
modifications,  if  applicable. 
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(Vi)  March  31,  1975 — Complete  onsite 
modifications,  if  applicable. 

(vii)  July  1, 1975— Achieve  compliance 
with  the  requirements  of  Knox  Coimty 
Air  Pollution  Control  Regulations,  sec¬ 
tion  18.4B,  and  City  of  Memphis  Air  Pol¬ 
lution  Control  Code  and  Shelby  County 
Air  Pollution  Control  Code  Section  3-24 
(b)  smd  certify  such  compliance  to  the 
Administrator. 

(7)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(5)  of  this  paragraph  who  elects  to 
utilize  stack  gas  desulfurization  shall  be 
subject  to  the  following  compliance 
schedule: 

(1)  November  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  applicable  regula¬ 
tion. 

(ii)  January  1,  1974 — Negotiate  and 
sign  an  necessary  contracts  for  emission 
control  systems  or  process  modification, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  parts  to  accomplish  emission  con¬ 
trol  or  process  modification, 

(iii)  February  1,  1974 — ^Initiate  onsite 
construction  or  Installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(iv)  May  1,  1975 — Complete  onsite 
construction  or  installation  of  emission 
COTitrol  equipment  or  process  modifica¬ 
tion. 

(v)  July  1,  1975 — Achieve  compliance 
with  the  applicable  regulation  and  cer¬ 
tify  such  compliance  to  the  Administra¬ 
tor. 

(8)  Except  as  provided  in  subpara¬ 
graph  (16)  of  this  paragraph,  the  owner 
or  c^erator  of  amy  stationary  source  sub¬ 
ject  to  the  following  emission  limiting 
regulation  of  the  Hamilton  County  Air 
Pollution  Control  Regulations  contained 
as  part  of  the  Tennessee  implementation 
plan  shall  comply  with  the  compliance 
schedule  in  subparagraph  (9)  of  this 
paragraph:  Hamilton  Coimty  Air  Pollu¬ 
tion  Control  Regulations,  rule  10  (par¬ 
ticulate  emissions  from  process  opera¬ 
tions)  . 

(9)  Compliance  schedule,  (i)  Septem¬ 
ber  15,  1973 — Submit  to  the  Administra¬ 
tor  a  final  control  plan,  which  describes 
at  a  minimum  the  steps  which  will  be 
taken  by  the  source  to  achieve  compli¬ 
ance  with  the  applicable  regulations. 

(ii)  November  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emission 
control  systems  or  process  modifications, 
or  issue  orders  for  the  purchase  of  com¬ 
ponent  pai'ts  to  accomplish  emtssion 
control  or  process  modification. 

(iii)  December  1.  1973 — Initiate  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

<iv)  June  1,  1974 — Complete  onsite 
construction  or  installation  of  emission 
control  equipment  or  process  modifica¬ 
tion. 

(V)  July  1.  1974 — Acliieve  compliance 
with  the  applicable  regulations,  and 
certify  such  compliance  to  the  Admin- 
I  Istrator. 


(10)  Except  as  provided  in  subpara¬ 
graph  (16)  of  this  paragraph,  the  owner 
or  oF>erator  of  any  process  (non-fuel 
burning)  source  of  sulfiu’  dioxide  subject 
to  the  emission  limiting  requirements  of 
the  Hamilton  County  Air  Pollution  Con¬ 
trol  Regulations,  rule  13,  contained  as 
part  of  the  Tennessee  implementation 
plan  shall  comply  with  the  compliance 
schedule  in  subparagraph  (9)  of  this 
paragraph. 

(11)  Except  as  provided  in  subpara¬ 
graph  (16)  of  this  paragraph,  the  owner 
or  operator  of  any  boiler  or  furnace  of 
more  than  250  million  Btu  per  hour  heat 
input  subject  to  the  sulfur  dioxide  emis¬ 
sion  limiting  requirements  of  the  Hamil¬ 
ton  County  Air  Pollution  Control  Regu¬ 
lations.  rule  13,  contained  as  part  of  the 
Tennessee  implementation  plan  shall  no¬ 
tify  the  Administrator,  no  later  than  Oc¬ 
tober  1,  1973,  of  his  intent  to  utilize 
either  low-sulfur  fuel  or  stack  gas  desul¬ 
furization  to  meet  these  requirements. 

(12)  Any  owner  or  operator  of  a  fuel 
burning  facility  subject  to  subparagraph 
(11)  of  this  paragraph  who  elects  to 
utilize  low-sulfur  fuel  shall  be  subject  to 
the  following  compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance 
with  the  applicable  regulation  on  July  1, 
1974,  and  for  at  least  one  year  thereafter. 

(ii)  December  1,  1973 — Sign  contracts 
with  fuel  suppUers  for  fuel  requirements 
as  projected  above. 

(iii)  January  1,  1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modi¬ 
fications. 

(iv)  February  1,  1974 — Let  contracts 
for  necessary  boiler  modifications,  if 
applicable. 

(V)  February  15,  1974 — Initiate  onsite 
modifications,  if  applicable. 

(vi)  June.  15,  1974 — Complete  onsite 
modifications,  if  applicable. 

(vii)  July  1, 1974 — Achieve  compliance 
with  the  requirements  of  Hamilton 
County  Air  Pollution  Control  Regula¬ 
tions,  rule  13,  and  certify  such  compli¬ 
ance  to  the  Administrator. 

(13)  Any  owner  or  operator  of  a  fuel 
burning  facility  subject  to  subparagraph 
(11)  of  this  paragraph  who  elects  to 
utilize  stack  gas  desulfurization  shall  be 
subject  to  the  following  compliance 
schedule : 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  som’ce  to  achieve 
compliance  with  the  applicable  regu¬ 
lations. 

(ii>  December  1,  1973 — Negotiate  and 
sign  all  necessary  contracts  for  emis¬ 
sion  control  systems  or  process  modi¬ 
fications,  or  issue  orders  for  the  purchase 
of  component  parts  to  accomplish  emis¬ 
sion  control  or  process  modification. 

(iii)  December  15,  1973 — Initiate  on¬ 
site  construction  or  installation  of  emis¬ 
sion  control  equipment  or  process 
modification. 


(iv)  June  15,  1974 — Complete  onsite 
construction  or  Installation  of  emission 
control  equipment  or  process  modifi¬ 
cation. 

(v)  July  1,  1974 — Achieve  compliance 
with  the  applicable  regulations,  and 
certify  such  compliance  to  the  Admin¬ 
istrator. 

(14)  If  a  performance  test  is  neces¬ 
sary  for  a  determination  as  to  whether 
compliance  has  been  achieved,  such  a 
test  must  be  completed  by  the  final  com¬ 
pliance  date  in  the  applicable  regulation. 
Ten  days  prior  to  such  a  test,  notice  must 
be  given  to  the  Administrator  to  afford 
him  the  opportunity  to  have  an  observer 
present. 

(15)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  certify 
to  the  Administrator,  within  five  days 
after  the  deadUne  for  each  increment  of 
progress  in  that  schedule,  whether  or  not 
the  increment  has  been  met. 

(16)  (1)  None  of  the  above  subpara¬ 
graphs  shall  apply  to  a  source  which  is 
presently  in  compliance  with  applicable 
regulations  and  which  has  certified  such 
compliance  to  the  Administrator  within 
thirty  days  of  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 
quest  whatever  supporting  information 
he  considers  necessary  for  proper 
certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  in  this  paragraph 
may  submit  to  the  Administrator  no  later 
than  thirty  days  of  the  effective  date 
of  this  paragraph  a  proposed  alternative 
compliance  schedule.  No  such  compliance 
may  provide  for  final  compliance  after 
the  final  comphance  date  In  the  applica¬ 
ble  compliance  schedule  of  this  para¬ 
graph.  If  promulgated  by  the  Adminis¬ 
trator,  such  schedule  shall  satisfy  the 
requirements  of  this  paragraph  for  the 
affected  source. 

(17)  No  compliance  schedule  in  this 
paragraph  shall  excuse  a  source  from 
complying  with  an  interim  emission  lim¬ 
itation  that  is  applicable  to  such  source. 

(18)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  a  (compliance 
schedule  in  this  paragraph  fails  to  satisfy 
the  requirements  of  S  51.15  (b)  and  (r> 
of  this  chapter. 

Subpart  WW — ^Washington 

20.  In  section  52.2460,  paragraph  (c) 
is  revised  to  read  as  follows: 

§  .‘>2.2460  Idenlincalion  of  plan. 

•  •  •  *  * 

(c)  Supplemental  information  was 
submitted  on.  (1)  January  28,  May  5, 
July  19,  September  11,  and  December  12, 

1972,  February  15,  April  13,  and  July  31, 

1973,  by  the  Department  of  Ecology. 

21.  Section  52.2481  is  amended  as  fol¬ 
lows:  Paragraphs  (a)  and  (b)  are  re- 
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vised,  paragraph  (c)  Is  revoked  and  re¬ 
served.  and  paragraph  (d)  Is  added.  As 
amended,  S  52.2481  reads  as  follows: 

§  52.2481  Compliance  schedules. 

(a)  The  requirements  of  §  51.15(c)  of 
this  chapter  are  not  met  since  a  compli¬ 
ance  schedule  for  control  of  sulfur  oxides 


from  a  petroleum  refinery  has  not  been 
formally  adopted  and  submitted. 

(b)  The  compliance  schedules  for  the 
sources  Identified  below  are  approved  as 
meeting  the  requirements  of  §  51.15  of 
this  chapter.  All  regulations  cited  are 
contained  in  the  Washington  Adminis¬ 
trative  Code  (WAC)  Title  18,  unless 
otherwise  noted. 


Source 

Location 

Regulation  involved 

Date  of 
adoption 

Effective  date 

Final 

compliance 

Crown  ZeUerbach. .... 

WAC  18-36-030 . 

July  17,1973 

Immediately.. 

June  30, 1976 

Corp. 

send. 

Do _ . 

. do . 

_ do . - 

Do. 

Weyerhaeuser  Co _ 

Mar.  1, 1978 

Do.  . 

Jan.  3lil978 

Jan.  i;  1976 

Boise  Cascade  Papers.. 

....do..  . . 

Do.' 

Longview  Fibre  Co 

Jan.  1, 1974 

Oeoigia  Pacific  Corp _ 

WAC  18-38-030 

Dec.  18,1972 

..,.do . . 

Immediately 

Crown  ZeUerbach,  Co, 

ITT  Rayonier,  Inc 
Do _ 

Weyerhaeuser  Co.i 

Do""^i'^i" _ 

Scott  Paper  Co . . . 

Kaiser  Aluminum  &  Chem¬ 
ical  Corp. 

Do„„.;=r;i-.-.ri; . . 

Intalco  Aluminum . : 

Martin-Marietta  Aluminum... 

Reynolds  Metal  Co . 

Aluminum  Co.  of  America..^ 

Do _ . .ii. 

Wltoo  Chemical  Corp _ s: 

Lehigh  Cement  Co _ _ 

BheU  OU  Co.  .St. _ 


Camas _ ^....do _ ..... _ July  17,1973  do _ 

Port  Angeles . do . . . do . . do . 

Ho(iuiam...-.:r....do . . . . . do . . . do . . 

Everett . do . . Feh.  9, 1973  _ do . . 

. . July  17, 1973  . do. . De^  1, 1973 


.;  Longview . . do.. 


July  1, 1974 
July  17,1973 
July  1, 1974 
May  31,1974 


Everett . . do., 


Mead . ;t.:;™..do _ . 

Femdale...-;:i;r.i-..do.. _ .... _ 

Ooldendale.  .  .s;i  .  .do . .  . . 

Longview . ;.....do._........... 

Vancouver.. ..:....do.™.-......... 

Wenatchee.. t. . do . ^.... 

Quincy . WAC  18-04-060 . 

Metaline  Falls. . do . 

Anacortes...s.  NWAPA  2.12 _ 


July  1, 1974 
Do. 

. do . 

...do . 

Dec.  18, 1972  . 

...do . — 

Sept.  1,1974 

Jan.  22, 1973  . 

..-do.....;*... 

July  1, 1974 
May  1, 1973 

Dec.  18, 1972  . 

Feb.  9,1973  . 

Sep't.  30, 1973 
Nov.  1,1974 
Do. 

Dec.  18, 1972  . 

July  17, 1973  . 

July  17,1973 
Feb.  28,1974 
Dec.  31,1974 
Sept.  1,1973 

Feb.  0, 1973  . 

. do . 

...do . 

(c)  [Reserved] 

(d)  Federal  compliance  schedules. — 

(1)  Except  as  provided  In  subparagraph 
(9)  of  this  paragraph,  the  owner  or  op¬ 
erator  of  any  petroleum  refinery  subject 
to  the  following  emission  limiting  regula¬ 
tion  in  the  Washington  Implementation 
Plan  shall  comply  with  the  compliance 
schedule  in  subparagraph  (2)  of  this 
paragraph:  Northwest  Air  Pollution  Au¬ 
thority,  Regulation  n,  sectitm  2.12,  Para¬ 
graph  E,  where  applicable  (appendix  B 
of  the  Washington  Implementation 
Plan). 

(2)  Compliance  schedule  for  petro¬ 
leum  refineries. 

(i)  March  1,  1974 — Complete  onsite 
construction  or  Installation  of  emission 
contrcd  equipment  or  process  modifica¬ 
tion. 

(II)  July  1,  1974 — Achieve  compliance 
with  the  applicable  regulations,  and 
certify  such  compliance  to  the  Adminis¬ 
trator. 

(III)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  comjrfeted  by  July  1,  1974.  Ten 
days  prior  to  such  a  test,  notice  must  be 
given  to  the  Administrator  to  afford  him 
the  opportunity  to  have  an  observer 
present. 

(iv)  Within  five  days  after  the  dead¬ 
line  for  completing  increments  in  sub¬ 
divisions  (ii)  and  (ill)  in  this  subpara¬ 
graph,  certify  to  the  Administrator 
whether  the  increment  has  been  met. 

(3)  (1)  The  requirements  of  subpara¬ 
graphs  (1)  and  (2)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  the  appli¬ 
cable  regulations  and  which  has  certi¬ 
fied  such  compliance  to  the  Adminis¬ 
trator  within  thirty  days  of  the  effective 


date  of  this  paragrai^  The  Adminis¬ 
trator  may  request  whatever  supporting 
information  he  considers  necessary  for 
proper  certlficati<Hi. 

(11)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad- 
ininistrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(iii)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than  thirty 
days  after  the  effective  date  of  this  para¬ 
graph,  a  proposed  alternative  compliance 
schedule.  No  such  compliance  schedule 
may  provide  for  final  compliance  after 
the  final  compliance  date  in  the  appli¬ 
cable  regulations.  If  promulgated  by  the 
Administrator,  such  schedules  shall 
satisfy  the  reqiilrements  of  this  para¬ 
graph  for  the  affected  source. 

(4)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promul¬ 
gating  a  separate  schedule  for  any  source 
to  which  the  application  of  a  compliance 
schedule  in  this  paragraph  fails  to  satisfy 
the  requirements  of  §  51.15  (b)  and  (c) 
of  this  chapter. 

Subpart  XX — ^West  Virginia 

22.  Section  52.2524  is  amended  by  add¬ 
ing  a  new  paragraph  (b),  as  follows: 

§  52.2524  Compliance  schedules. 

•  •  •  *  • 

(b)  Federal  compliance  schedules.— 
(1)  The  owner  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  emis¬ 
sion  limitation  requirements  of  West 
Virginia  Administrative  Regulations, 
Chapter  16-20,  Series  X  (hereinafter 
regulation  X),  section  3.01(a)  or  section 


3.03(a),  shall  notify  the  Administrator, 
no  later  than  October  1,  1973,  of  his  in¬ 
tent  to  meet  the  requirements  of  said 
regulation  by  utilizing  low-sulfur  fuel, 
stack  gas  desulfiu-ization,  or  a  combina¬ 
tion  of  stack  gas  desulfurization  and 
low-sulfur  fuel. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  who  elects  to 
utilize  low-sulfur  fuel,  either  alone  or  in 
combination  with  stack  gas  desulfuriza¬ 
tion,  shall  be  subject  to  the  following 
compliance  schedule: 

(i)  November  1,  1973 — Submit  to  the 
Administrator  a  projection  of  the  amount 
of  fuel,  by  types,  that  will  be  substan¬ 
tially  adequate  to  enable  compliance  with 
the  applicable  regulation  on  June  30, 
1975,  and  for  at  least  one  year  thereafter. 

(ii)  December  31, 1973 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(iii)  January  31, 1974 — Submit  a  state¬ 
ment  as  to  whether  boiler  modifications 
will  be  required.  If  modifications  will  be 
required,  submit  plans  for  such  modifica¬ 
tions. 

(iv)  March  15,  1974 — ^Let  contracts  for 
necessary  boiler  modifications.  If  ap¬ 
plicable. 

(V)  May  15, 1974 — Initiate  onsite  modi¬ 
fications,  if  applicable. 

(Vi)  February  28,  1975— Complete  on¬ 
site  modifications,  if  applicable. 

(vli)  Jime  30,  1975 — Pinal  compliance 
with  the  requirements  of  regulation  X, 
section  3.01(a)  or  section  3.03(a). 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
( 1 )  of  this  paragraph  who  elects  to  utilize 
stack  gas  desulfurization,  either  alone  or 
in  combination  with  low-sulfur  fuel,  and 
any  owner  or  operator  of  a  stationary 
source  subject  to  the  emission  limitation 
requirements  of  regulation  X,  section. 
3.05,  shall  be  subject  to  the  following 
compliance  schedule: 

(i)  October  15,  1973 — ^Let  necessary 
contracts  for  construction. 

(ii)  February  28,  1974 — Initiate  onsite 
construction. 

(iii)  February  28,  1975 — Complete  on¬ 
site  construction. 

(iv)  June  30,  1975 — Pinal  compliance 
with  the  requirements  of  regulation  X, 
section  3.01(a),  section  3.03(a),  or 
section  3.05. 

(4)  The  owner  or  operator  of  any  boiler 
or  furnace  of  more  than  250  million  Btu 
per  hour  heat  input  subject  to  the  emis¬ 
sion  limitation  requirements  of  regula¬ 
tion  X,  section  3.01(b)  or  section  3.03(b) 
shall  notify  the  Administrator,  no  later 
than  July  31,  1975,  of  his  intent  to  meet 
the  requirements  of  said  regulation  by 
utilizing  low-sulfur  fuel,  stack  gas  de¬ 
sulfurization,  or  a  combination  of  stack 
gas  desulfurization  and  low-sulfur  fuel. 

(5)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(4)  of  this  paragraph  who  elects  to  uti¬ 
lize  low-sulfur  fuel,  either  alone  or  in 
combination  with  stack  gas  desulfuri¬ 
zation,  shall  be  subject  to  the  following 
compliance  schedule: 
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(i)  August  31,  1975 — Submit  to  the 
Administrator  a  projection  of  the 
amount  of  fuel,  by  types,  that  will  be 
substantially  adequate  to  enable  com¬ 
pliance  with  the  applicable  regiilation 
on  June  30,  1978,  and  for  at  least  one 
year  thereafter,  as  well  as  a  statement 
as  to  whether  boiler  modifications  will 
be  required.  Submit  final  plans  for  modi¬ 
fications  if  they  will  be  required. 

(ii)  October  31,  1975 — Sign  contracts 
with  fuel  suppliers  for  fuel  requirements 
as  projected  above. 

(iii)  December  31,  1975— Let  contracts 
for  necessary  boiler  modifications,  if 
applicable. 

(iv)  April  30,  1976 — Initiate  onsite 
modifications,  if  applicable. 

(V)  April  30,  1977 — Complete  onsite 
modifications,  if  applicable. 

(vi)  June  30.  1978 — Final  compliance 
with  the  requirements  of  regiilation  X, 
section  3.01  (b)  or  section  3.03(b) . 

(6)  Any  owner  or  curator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(4)  of  this  paragraph  who  elects  to  uti¬ 
lize  stack  gas  desulfurization,  either 
alone  or  in  combination  with  low-sulfur 
fuel,  shall  be  subject  to  the  following 
compliance  schedule : 

(i)  October  30,  1975 — Submit  to  the 
Administrator  a  final  control  plan,  which 
describes  at  a  minimum  the  steps  which 
will  be  taken  by  the  source  to  achieve 
compliance  with  the  aqjplicable  regula- 
ti(ms. 

(ii)  February  28,  1976 — ^Let  necessary 
contracts  for  construction. 

(iii)  August  31,  1976 — Initiate  onsite 
construction. 

(Iv)  December  31,  1977 — Complete 
onsite  construction. 

(v)  June  30,  1978 — Final  compliance 
with  the  requirements  of  regulation  X, 
section  3.01(b)  or  section  3.03(b), 

(7)  Any  owner  or  operator  subject  to 
the  compliance  schedule  in  subparagraph 

(2),  (3),  (5)  or  (6)  of  this  paragraph 
shall  certify  to  the  Administrator  within 
five  days  after  the  deadline  for  each  in¬ 
crement  of  progress,  w’hether  or  not  the 
required  increment  of  progress  has  been 
met. 

(8)  If  a  performance  test  is  necessary 
for  a  determination  as  to  whether  com¬ 
pliance  has  been  achieved,  such  a  test 
must  be  completed  by  the  final  c<Mnpli- 
ance  date  in  the  applicable  regulation. 
Ten  days  prior  to  such  a  test,  notice  must 
be  given  to  the  Administrator  to  afford 
him  the  opportunity  to  have  an  observer 
present. 

(9)  (1)  The  requirements  of  subpara¬ 
graphs  (1)  through  (8)  of  this  para¬ 
graph  shall  not  apply  to  any  source 
which  Is  presently  in  compliance  with 
the  requirements  of  the  applicable  regu¬ 
lation  and  which  has  certified  such  com¬ 
pliance  to  the  Administrator  within 
thirty  days  of  the  effective  date  of  this 
paragraph.  The  Administrator  may  re¬ 
quest  whatever  supporting  information 
he  considers  necessary  for  proper 
certification. 


(11)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  require¬ 
ments  of  this  paragraph  for  the  affected 
source. 

(Hi)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  may  submit 
to  the  Administrator,  no  later  than 
thirty  days  after  the  effective  date  of 
this  paragraph,  a  proposed  alternative 
compliance  schedule.  No  such  compli¬ 
ance  schedule  may  provide  for  final  com¬ 
pliance  after  the  final  compliance  date 
in  the  applicable  regulation.  If  promul¬ 
gated  by  the  Administrator,  such  sched¬ 
ule  shall  satisfy  the  requirements  of 
this  paragraph  for  the  affected  source. 

(iv)  The  requirements  of  this  para¬ 
graph  shall  not  apply  to  the  following 
soxmces  for  which  a  request  for  a  post¬ 
ponement  of  the  applicability  of  regu¬ 
lation  X  had  been  submitted  pursuant  to 
secticm  110(f)  of  the  Act  prior  to  the 
date  of  publication  of  this  regulatkxi: 

Source  Location 

Kaminer  Station,  Ohio  Power  Moundsvllle 
Company. 

Mitchell  Station,  Ohio  Power  Moundsvllle 
Company. 

Harrison  Station,  Mononga-  Haywood 
hela  Power  Company. 

Fort  Martin  Station,  Monon-  Maidsvllle 
gahela  Power  Cc»npany. 

(10)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  pro¬ 
mulgating  a  separate  schedule  for  any 
source  to  which  the  applicatlwi  of  the 
compliance  schedule  in  subparagraphs 

(2) ,  (3),  (5),  or  (6)  of  this  paragraph 
fails  to  satisfy  the  requirements  of  §  51.15 

(b)  and  (c)  of  this  chapter. 

Subpart  YY — Wisconsin 

23.  Section  52.2578  is  amended  by  re¬ 
lettering  a  paragraph  and  adding  a  new 
paragraph  (c)  as  follows: 

§  52.2578  Compliance  schedule. 

•  •  •  •  * 

(b)  The  document  revising  Part  52 
of  Ch^ter  1  of  Title  40  of  the  Code  of 
Federal  Regulations,  published  in  the 
Federal  Register  on  June  20,  1973,  at  38 
FR  16170,  is  corrected  by  relettering  the 
paragraph  designation  from  “§  52.2578 

(a)”  to  “§  52.2578(b).” 

(c)  Federal  compliance  schedules. — 

(1)  Except  as  provided  in  subparagraph 

(3)  of  this  paragraph,  the  owner  or 
operatcH*  of  any  stationary  source  in  the 
Southeast  Wisconsin  AQCR  subject  to 
the  following  emission  limiting  regula¬ 
tion  in  the  Wisconsin  implementation 
plan  shall  comply  with  the  applicable 
compliance  schedule  in  subparagraph 

(2)  of  this  paragraph:  Wisccaisin  Air 
Pollution  Control  Regulation  NR  154.13. 

(2)  (i)  Compliance  schedules.  The 
owner  or  operator  of  any  stationary 
source  in  the  Southeast  Wisconsin  AQCR 
subject  to  NR  154.13  shall  notify  the 
Administrator  no  later  than  October  1, 
1973,  of  his  intent  either  to  install  nec¬ 
essary  control  systwns  per  Wisconsin  Air 


Pollution  Control  Regulation  NR 
154.13(2)  or  to  switch  to  an  exempt 
solvent  per  Wisconsin  Air  Pollution  Con¬ 
trol  Regulation  NR  154.13(3)  to  comply 
with  the  requirements  of  Wisconsin  Air 
Pollution  Control  Regiilatlon  NR  154.13, 

(ii)  Any  owner  or  c^)erator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(c)  (2)  (i)  of  this  paragraph  who  elects 
to  comply  with  the  requirements  of  NR 
154.13  by  Installing  a  control  system  shall 
take  the  following  actions  with  respect 
to  the  source  no  later  than  the  sF>eclfied 
dates. 

(a)  November  1,  1973 — Advertise  for 
bids  for  purchase  and/or  construction  of 
ccxitrol  system  or  purchase  of  requisite 
material  for  process  modification  suflB- 
cient  to  control  hydrocarbon  emissions 
from  the  sovu’ce. 

(b)  December  15,  1973 — Award  con¬ 
tracts  or  issued  order  for  purchase  and/or 
construction  of  control  system  or  pur¬ 
chase  of  requisite  material  for  process 
modification  sufficient  to  control  hydro¬ 
carbon  emissions  from  the  source. 

(c)  April  15, 1974 — Initiate  onsite  con¬ 
struction  or  installation  of  control  sys¬ 
tem  or  process  modification. 

(d)  November  1,  1974 — Complete  on¬ 
site  construction  or  installation  of  con¬ 
trol  system  or  process  modification. 

(e)  January  1,  1975 — Achieve  final 
compliance  with  Wisconsin  Air  Pollu¬ 
tion  Control  Regulation  NR  154.13. 

(iii)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(c)  (2)  (1)  of  this  paragraph,  who  elects 
to  comply  with  the  requirements  of  Wis¬ 
consin  Air  Pollution  Control  Regulation 
NR  154.13  by  switching  to  an  exempt 
solvent,  shall  take  the  following  actions 
with  respect  to  the  source  no  later  than 
the  dates  specified. 

(a)  April  1,  1974 — ^Begin  testing  ex¬ 
empt  solvents. 

(b)  June  1,  1974 — Issue  purchase 

orders  for  exempt  solvents. 

(c)  December  1,  1974 — Convert  to 

complete  use  of  exempt  solvent. 

(d)  January  1,  1975— Achieve  full 
compliance  with  Wisconsin  Air  Pollution 
Control  Regulation  NR  154.13. 

(iv)  Any  owner  or  operator  subject  to 
a  compliance  schedule  above  shall  cer¬ 
tify  to  the  Administrator,  within  five 
days  after  the  deadline  for  each  incre¬ 
ment  of  progress  in  that  schedule, 
whether  or  not  the  increment  has  been 
met. 

(3)  (i)  Tlie  requirements  of  subpara¬ 
graphs  (1)  and  (2)  of  this  paragraph 
shall  not  apply  to  any  source  which  is 
presently  in  compliance  with  applica¬ 
ble  regiilations  and  which  has  certified 
such  compliance  to  the  Administrator 
within  thirty  days  of  the  effective  date 
of  this  paragraph.  The  Administrator 
may  request  whatever  supporting  infor¬ 
mation  he  considers  necessary  for  proper 
certification. 

(ii)  Any  compliance  schedule  adopted 
by  the  State  and  approved  by  the  Ad¬ 
ministrator  shall  satisfy  the  requlre- 
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ments  of  this  paragraph  for  the  affected 
source. 

(ill)  Any  owner  or  operator  subject  to 
the  compliance  schedule  In  subparagraph 
(2)  of  this  paragraph  may  submit  to  the 
Administrator  no  later  than  thirty  days 
after  the  effective  date  of  this  paragraph, 
a  proposed  alternative  compliance  sched¬ 


ule.  No  such  compliance  schedule  may 
provide  for  final  compliance  after  Janu¬ 
ary  1,  1975.  If  promulgated  by  the  Ad¬ 
ministrator,  such  schedule  shall  satisfy 
the  requirements  of  this  paragraph  for 
the  affected  source. 

(4)  Nothing  in  this  paragraph  shall 
preclude  the  Administrator  from  promxU¬ 


gating  a  separate  schedule  for  any 
source  to  which  the  application  of  the 
compliance  schedule  in  subparagraph 
(2)  of  this  paragraph  falls  to  satisfy  the 
requirements  of  §  51.15  (b)  and  (c)  of 
this  chapter. 

[FR  Doc.73-17416  PUed  8-22-73;8:45  a.m.] 
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